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SECTION 3 
INSTALLATION 


1. INTRODUCTION. 

This section contains a discussion of the method of 
installing and making preliminary tests for Radio 
Transmitting Sets AN/SRT-14, AN/SRT-15 and AN/ 
SRT-16. The major components included are listed in 
table 3—1. The Navy-supplied radiophone unit is con- 
sidered as a separate entity for the purposes of this dis- 
cussion. The components composing each equipment are 
illustrated in the simplified pictorial views, figures 3—1, 
3—2, and 3—3. Each equipment is shown on an inter- 
connected system basis in figures 3—20, 3—21, and 3—22. 


Nete 


The AN/SRT--14A, 15A and 16A are non- 
magnetic versions of the AN/SRT-14, 15 and 
16 respectively. As the nonmagnetic versions 
vary from the standard types only in the mate- 
rial used for cabinet panels, all information on 
the installation of the AN/SRT-14, 15 and 16, 
as set forth in the following section, applies 
equally as well for the AN/SRT-14A, 15. and 
16A. 


Note 


Where, throughout this section, reference is 
made to either low level radio modulator or 
high level radio modulator, it should not be in- 
terpreted as meaning the technique of modula- 
tion known as grid modulation or low level 
modulation, but rather as referring to the 
operating power level. 


In this section, the term stack is used to describe all 
the components of the transmitter bay that are supported 
by a single mounting. Thus the AN/SRT-14 transmitter 


bay is composed of a single stack and a transmitter 
coupler, which is a component of the Transmitter Group 
OA-684. The standard AN/SRT-15 transmitter bay 
comprises a “transmitter stack”, a “booster stack”, and 
one transmitter coupler. The AN/SRT-16 comprises two 
similar stacks, usually identified as ‘‘100 watt stack” and 
“500 watt stack,” plus two transmitter couplers. 


The assembly procedure has been divided into para- 
graphs according to the type of work required rather 
than the unit being installed. Thus instructions for the 
mechanical assembly of all units are found in paragraph 
4, wiring in 5. Within these paragraphs, the material 
has been arranged by units to permit installation per- 
sonnel to complete the installation of each unit sepa- 
rately if desirable. 


In paragraph 4, Mechanical Assembly, one complete 
set of instructions is given for the transmitter bay of each 
set. Wherever two or more arrangements of the trans- 
mitter bay are possible, the recommended method is de- 
scribed. Other methods of assembly are considered as 
variations of the recommended method. 


After the equipment is assembled and wired, the main 
test cable should be assembled and wired in accordance 
with the instructions given in paragraph 6. 


Paragraph 7 sets forth the checks and initial adjust- 
ments together with the operation procedures for the 
first trial operation of the equipment. 


2. UNPACKING PROCEDURES. 


The complete Radio Transmitting Set AN/SRT-14 is 
shipped in 11 boxes, an AN/SRT-15 in 17 boxes, and 
AN/SRT-16 in 24 boxes. The components constituting 
each set and the number of boxes required for each set 
are shown in table 3—2. 


TABLE 3—1. UNITS COMPRISING AN/SRT-14, 15 AND 16 


TRANSMITTER BAY: 
Mounting MT-1423/SRT 
Transmitter Group OA-684/SRT 
Radio Modulator — Power Supply OA-685 /SRT 
Cover (Booster) CW-341/SRT 
ANTENNA TUNING EQUIPMENT: 
Antenna Coupler CU-372/SRT 
Radio Frequency Tuner TN-229/SRT 
REMOTE UNITS: 


Remote Radiophone Unit (Not supplied with equipment. 
may vary with individual installation.) 
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AN/SRT-14 AN/SRT~15 AN/SRT-16 


Quantity 
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TABLE 3—2. SHIPPING DATA 


NUMBER OF BOXES SUPPLIED REFER TO 
_——— FIG. NO. 


BOX ENCLOSURES AN/SRT=14 AN/SRT-15 AN/SRT-16 


A | Transmitter Group OA-684/SRT (less Trans- 1 1 2 3-4 
mitter Coupler CU-402/SRT, Control- 
Indicator C—1352/SRT and Electron Tube 
4-400A) 


wo 


Transmitter Coupler CU-402/SRT, Control- 1 1 2 3—5 
s: Indicator C-1352/SRT, and Electron Tube 

4-400A) 
Mounting MT-1423/SRT 1 2 2 3-6 


Antenna Coupler CU-372/SRT 1 1 2 3-7 


mm goa 


Radio Frequency Tuner TN-229/SRT 1 1 2 3—8 'Yy 


Radio Modulator-Power Supply OA-685/SRT - 1 2 3-9 
(less two Electron Tubes 4-125A) 


G Electron Tube 4-125A (2) - 1 1 oa ) 


H. | Installation Material for. AN/SRT-14 1 be a re 
MK-230/SRT-14 (lot 1), Instruction Books 
(2) 


I Installation Material for AN/SRT-14 1 — = = 
J | Installation. Material for AN-SRT/15 Z 1 2 a 


MK-232/SRT-15 (lot 1), incl Cover 
CW-341/SRT 


K Installation Material for AN-SRT/15 — 1 — — 
MK-232/SRT-15 (lot 2), Instruction 
Books (2) 


L Installation Material for AN/SRT-16 — - 1 - 
MK-234/SRT-16 (lot 1) y 


M | Installation Material for AN/SRT-16 - — 1 - 
MK-234/SRT-16 (Clot 2), Instruction 


Books (2) ) 


N Equipment. Spares for Transmitter Group 1 1 2 _ 
OA-684/SRT 


O | Equipment Spares for Mounting 1 2 2 = 
MT-1423/SRT 


P Equipment Spares for Antenna Coupler 1 1 2 _ 
CU-372/SRT 


Q Equipment Spares for Radio Frequency Tuner 1 1 2 — 
TN-229/SRE 


Equipment Spares for Radio Modulator-Power 
Supply OA-685/SRT (less spare trans- 
former T-1502) 


Equipment Spare Transformer (T-1502) 


Total number of boxes per set 
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INSTALLATION 


Boxes N through S are cartons containing the various 
sets of equipment spares and need not be opened for 
purposes of installing the equipment. Boxes A, C 
through F have outer wooden cases and disassembly is 
outlined in figures 3—4, 3—6 through 3—9 respectively. 
Box B is a consolidating carton for the three compo- 
nents packed therein, which are packed in individual car- 
tons as shown in figure 3—5. Box G is a small carton for 
packaging the two 4-125A electron tubes that are used 
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in the Radio Modulator MD-230/SRT of AN/SRT-15 
or 16. 

The installation material for each AN/SRT-14, 15 or 
16 (MK-230/SRT-14, MK-232/SRT-15 or MK-234/ 
SRT-16 respectively) is packed in two cartons together 
with two copies of the instruction book. Table 3—3 
shows the breakdown of the installation material in ac- 
cordance with the box in which they are packed. A dis- 
play of the installation material for an AN/SRT-i5 
is shown in figure 3—10. 
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Figure 3—1. Simplified Pictorial View, Radio Transmitting Set AN/SRT-—14 
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TABLE 3—3. INSTALLATION MATERIAL 


QUANTITY SUPPLIED 


AN/SRT=14 AN/SRT-15 AN/SRT-16 


ITEM Box H 


Shock Mount, Barry No. C-4300-T10 


Shock Mount, Barry No. C-4125-T10 _ 4 _ = _ 
5/8-11 x 1 in. lg screw, cap, hex hd, stl st, type 304 _ 4 8 _— _ 8 
5/8 nom x 0.203 in. w x 0.156 in. thk (med) washer, spring lock, stl st, 4 —_— 8 8 _— 

type 302 
1/2-13 x 1 in. lg screw, cap, hex hd, stl st, type 304 8 24 _ _ 36 
1/2 nom x 0.171 in. w x 0.125 in. thk (med) washer, spring lock, stl st, 8 _ 24 36 _ 

type 302 4 
5/16-18 NC-2 x 1-1/4, in. lg screw, cap, hex hd, stl st, type 304 _— — 6 14 _ 2) 
5/16 nom x 0.125 in. w x 0.078 in. thk (med) washer, spring lock, stl _— _— 6 14 _— 

st, type 302 ‘ ) 
5/16-18 NC-2 nut, hex, stl st, type 303 = = 6 14 = - 
10-32 nut, hex, stl st, type 303 _ _— 6 _ — 

No. 10 (0.019 nom) x 0.062 in. w x 0.047 in. (med) washer, spring lock, — —_— 6 — — 

stl st, type 302 
Eyebolt; 1/2-13 thd. 4 4 _— = 8 
Leveling Insert; Federal Telecommunication Lab. No. NL-982598-1 10 _— 14 24 = 
Plug Button; United-Carr No. 51117 12 — 18 28 _— 

Model Nameplate 1 _ 1 1 _ 
Transmitter Bay Interstack Cables, AN/SRT-14 1 set _— _— —_— — 
Transmitter Bay Interstack Cables, AN/SRT-15 _ _— 1 set _ _— 
Transmitter Bay Interstack Cables, AN/SRT-16 _— _— _— _ 1 set 
Cable Assembly; Federal Telecommunication Lab. No. NL-901214-2 1 1 — 2 — 

Connector, Plug; Bendix Scintilla No. 10-64632-8S 2 = 2 4 = 
Connector, Plug; Bendix Scintilla No. 10-64632-8P 1 — 1 2 —_— 
Connector, Plug; Bendix Scintilla No. 10-64624-28S 2 _— 2 4 = 
Connector, Plug; Bendix Scintilla No. 10-64624-28P 1 oe 1 2 — 
Cable Acesssory: Bendix Scintilla No. 10-35952-321 3 —_— 3 6 = 
Cable Accessory; Bendix Scintilla No. 10-35952-244 3 = 3 6 =—_ 
Cap Assembly; Bendix Scintilla No. 10-35963-32 3 = 3 6 = 
Cap Assembly; Bendix Scintilla No. 10-35963-24 3 — 3 6 = 
Connector, Plug; type UG-154/U 3 —_— 3 6 _— 
Connector, Plug; type UG-167A/U 1 _ 1 2 _— 
Connector, Plug; type UG-21B/U 1 _ 1 2 _— 


Connector, Plug; type UG-23B/U 2 2 
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TABLE 3—3. INSTALLATION MATERIAL (Cont'd) 


QUANTITY SUPPLIED 


AN/SRT-14 AN/SRT-15 


AN/SRT-16 

ITEM Box H Box J Box K Box L Box M 
Sleeving, 1/2 in. lg, Bentley-Harris No. BH “649” No. 13 140 —_ 140 280 = 
Insulation Tape, Electrical; polyethylene, 1 in. wd, 30 ft lg roll 2 —_— 2 4 —_— 
Ground Strap; 0.032 in. thk, 1/2 in. wd, 24 lg. 2 _— 2 4 = 
Main Test Cable Assembly* 1 _— 1 _— 1 

Instruction Books 2 sets _— 2 sets _ 2 sets 
Cover CW-341/SRT _ 1 _— _— _— 
Sway Mount; Federal Telecommunication Lab No. NL-901559-12 2 2 _— 4 = 
3/8-16 NC-2 x 1 in. lg screw, cap, hex hd, stl st, type 304 8 8 _— —_— 16 
3/8 nom x 0.141 in. w x 0.094 in. thk (med) washer, spring lock, stl st, 8 8 _— _ 16 

type 302 

Leveling Insert; Federal Telecommunication Lab. No. NL-901561-1 2 -— 4 4 _— 
Plug Button; United-Carr No. 48199 12 _— 18 28 — 


*Not required to install equipment. 


3. LOCATION OF EQUIPMENT. 
a. TRANSMITTER BAY. 


(1) CLEARANCE REQUIREMENTS.—For con- 
venience in operation and maintenance, it is desirable to 
locate the transmitter bay in the main radio room if 
enough space is available. The ambient temperature at 
the installation site should be within a —20°C. (—4°F.) 
to +50°C. (4122°F.) range. The location chosen for 
the transmitter bay must provide top and side clearance 
for a 1/2-inch extrusion of the transmitter group on its 
shock mounts and adequate rear clearance for cable entry 
and ventilation. Additional room must be provided to 
permit removal and replacement of the individual 
drawers and to allow working space for maintenance 
personnel repairing the equipment. A minimum of 36 
inches clearance in the front of the stack is required to 
permit the rear of a transmitter bay drawer and slide to 
clear the front of the cabinets. Since these drawers weigh 
from 75 to over 100 pounds each, additional clearance 
sufficient to provide working space for two men must be 
provided. If the area is too confined to permit one man 
to stand on each side of the open drawer, additional 
front clearance must be added to allow one man to work 
from the front of the open drawer while his partner 
works at one side. For specific recommendations, con- 
sult the outline drawing of the transmitter bay to be in- 
stalled (figures 3—23, 3—24, 3-25). 


(2) VARIATION IN TRANSMITTER BAY 
ARRANGEMENT.—The design of the AN/SRT-15 
and AN/SRT-16 radio transmitting sets allows selection 
of any one of several transmitter bay arrangements. This 
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variety of arrangements permits installation personnel 
to take into consideration any obstruction or space re- 
striction in the radio room and to select the transmitter 
bay arrangement that is most adaptable to their particular 
installation. The primary considerations in seleeting any 
of these arrangements are the amount of space provided 
at the installation site and the amount of cabling neces- 
sary for the arrangement chosen. Illustrations of the 
various methods of assembly for the AN/SRT-14, 15 
and 16 series appear in figure 3~11. 


The AN/SRT-14 transmitter bay, consisting of a 
transmitter group and a single mounting, may be assem- 
bled only as shown in arrangement “C” of figure 3—11. 
However, there are a number of possible variations in 
the assembly of the AN/SRT-15 transmitter bay. The 
four main arrangements are shown in “A,”, “Ay”, “By”, 
and “B,” of figure 3—11. Note that the two stacks of 
this set may be adjoining or separated by as much as a 
10-foot cable run. The AN/SRT-15 transmitter bay may 
be assembled with either a portion of the booster be- 
tween. the transmitter group and its mounting or one 
booster component on top of the other, either adjoining 
or separated from the transmitter stack. In adjoining ar- 
rangements, the booster stack may be installed on either 
right or left side of the transmitter stack. In any of the 
illustrations shown, it is possible to interchange the posi- 
tion of the two booster components, provided the neces- 
sary changes in the interconnecting cable lengths are 
made. 


Similarly, the AN/SRT-16 transmitter bay may be 
assembled with either the two stacks adjoining or a maxi- 
mum separation of 10 feet of cable. In an AN/SRT-16, 
either transmitter group may be connected for 500-watt 
operation. To obtain best use of the prefabricated inter- 
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Figure 3—2. Simplified Pictorial View, Radio Transmitting Set AN/SRT-15 
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stack cables supplied with the equipment, the transmit- 
ter group mounted over the high level radio modulator 
should be designated the 500-watt stack, which corres- 
ponds to arrangement “D”. Arrangement “E” is the 
same as “D’”, except that the stacks are separated a maxi- 
mum of 10 feet. Arrangement “F” shows the booster 
components mounted adjoining the two transmitter 
stacks. In arrangements “D” and “E”, the position of 
the 500-watt stack and the 100-watt stack may be trans- 
posed. 


However, arrangements “A,” for the AN/SRT-15 
and “D” for the AN/SRT-16 are considered as the 
“standard” arrangements. When either of these two as- 
semblies is used, the prefabricated cables supplied with 
the installation kit may be used for all connections be- 
tween the two stacks. These cables should be run through 
the side cable entrances of the two adjoining mountings 
without the use of stuffing tubes. ‘When any arrangement 
other than these two is chosen, the corresponding inter- 
stack cables must be fabricated by the installation per- 
sonnel from standard Navy cable. The interconnecting 
cabling diagrams, figures 3—31 and 3—32, should be 
used as a guide. 


When separated stack arrangements are employed for 
either the AN/SRT-15 or AN/SRT-16, 10 feet is con- 
sidered to be the maximum separation between stacks. 
Greater separation can be used, but with a reduction of 
quality of transmission when the transmitter is in 
PHONE operation. 


When the AN/SRT-15 transmitter assembly is in- 
stalled with separated stacks as shown in arrangement Ap 
of figure 3—11, two additional shock mounts are re- 
quired for the rear of the booster stack. An installation 
such as that shown in arrangement “F’”, an alternate 
arrangement of the AN/SRT-16, requires one additional 
mounting, one booster cover, and four additional shock 
mounts in addition to the parts supplied for a standard 
arrangement ‘“‘D” installation. 


The Transmitter Coupler CU-402/SRT (load adjust- 
ing unit) should be mounted as close to the transmitter 
stack as possible. An ideal location of this unit is a 
mounting on the superstructure or some other suitably 
grounded member so that the controls of the transmitter 
coupler can be easily reached by an operator who is 


_ standing before the transmitter stack. The maximum 


distance between the transmitter stack and the transmit- 
ter coupler is set by the length of the two-conductor 
shielded cable, which is supplied with the installation 
material. This cable extends to a maximum of 12 feet 
from the cable entrance in the rear of the mounting at 
the base of the transmitter stack. Consult the outline 
drawing of the transmitter. coupler (figure 3—27) for 
specific considerations. 


6. ANTENNA TUNING EQUIPMENT.—The loca- 
tion of Antenna Coupler CU-372/SRT and Radio Fre- 
quency Tuner TN-229/SRT is primarily restricted by 
limitations of the lengths of the cables connecting these 
units with one another, with the antenna standoff termi- 
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TABLE 3—4. ANTENNA TUNING EQUIPMENT 
CRITICAL CABLE LENGTHS 


CABLE TYPE | CRITICAL LENGTH 


500 ft max. 


CABLE DESCRIPTION 


Transmitter bay to antenna | MHFA-24 
coupler control cable. 

Transmitter bay to antenna | MSCA-19 500 ft max. 
coupler control cable. 

Transmitter coupler to an- | RG-18/U 500 ft max. 

tenna coupler r-f cable. 


Antenna coupler tor-ftuner | RG-17/U Combined 
r-f cable 1st extru- length of two 
sion cables should 
not exceed five 
feet. 


Antenna coupler to antenna | RG-17/U 
standoff terminal. 1st extru- 
sion. 


nal or down-lead and with the transmitter group. Table 
3—4 lists the maximum lengths for the critical cables. 
The most critical cable length is the combined length of 
the two sections of RG-17/U first extrusion. As these 
cables, in effect, are radiating members, every effort 
should be made to locate them as far as possible from 
any other radiating or reflecting body as well as keeping 
their total length to a minimum. 


(1) ANTENNA COUPLER CU-372/SRT.—The 
mounting arrangements of the Antenna Coupler 
CU-372/SRT make it possible to mount this unit in 
either a horizontal or vertical plane. The principal re- 
strictions in locating this unit are the critical cable 
lengths as outlined in table 3—4. As previously stated, the 
combined length of the two RG-17/U first extrusion 
cables should be kept to a minimum and should not ex- 
ceed five feet. If this value should exceed five feet, the 
effective antenna length as seen by the antenna tuning 
equipment will be so increased as to make the calibrated 
tuning information inaccurate and, at certain frequencies, 
to make satisfactory tuning impossible. An increased 
length of these cables also reduces the radiated power 
from the antenna element. 


In addition to cable lengths, certain clearances must 
be observed for the connection or removal of the inter- 
connecting cables as shown on the antenna coupler out- 
line drawing, figure 3—28. Finally, to facilitate checking 
and replacing the charge of dry nitrogen gas, with which 
this unit is pressurized, the charge valve and pressure 
gauge mounted at one end should be accessible and visi- 
ble. 

(2) RADIO FREQUENCY TUNER TN-229/ 
SRT.—The same restrictions on location that apply for 
the antenna coupler, as described above, also hold for 
the Radio Frequency Tuner TN—229/SRT. The r-f tuner 
outline drawing, figure 3—29, shows the required clear- 
ances. 
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c. REMOTE RADIOPHONE UNIT.—The location 
of the remote radiophone unit with respect to the trans- 
mitter bay location is limited only to a 1,000-foot maxi- 
mum length of interconnecting cabling between the 
transmitter bay and radiophone unit. The choice of loca- 
tion should be determined solely by convenience of 
operation. In many installations, the radiophone unit 
may connect to the transmitter bay through a patch 
panel rather than by a direct cable. 


4. ASSEMBLY PROCEDURE. 

a. TRANSMITTER BAY.—The installation person- 
nel should select the transmitter bay arrangement that 
will suit the-allotted space. If sufficient room is available, 
arrangement “A,” for the AN/SRT-15 and arrange- 
ment “D” for the AN/SRT-16 will be found to be most 
practical. An assembly procedure for the standard ar- 
rangements shown in figure 3—11 follows. The hard- 
ware, shock mounts, and other installation materials are 
provided with the equipment. 

(1) AN/SRT-14 ARRANGEMENT “C”.— Using 
the AN/SRT-14 transmitter bay outline drawing (fig- 
ure 3—23) as a guide, prepare level, accurately drilled 
foundations for the bottom and rear of the transmitter 
group. Secure all four shock mounts (item 3 on figure 
3—23) to the foundation deck but do not tighten the 
bolts completely. Remove the expendable base blocks 
from the mounting. Set the mounting on its set of shock 
mounts and check the spacing of the shock mounts by 
threading a 5/8-11 x 1-inch long hex head cap screw 
(item 4 on figure 3—23) through the mounting floor in- 
to each shock mount. If the tapped hole in the shock 
mount lies directly below the matching hole in the 
mounting floor, the mounting may be removed and the 
shock mounts tightened in place on the foundation. If 
holes in mounting and shock mounts are not aligned, 
the foundation must be redrilled as required to correct 
spacing of shock mounts. 


The rear of the mounting contains four cable en- 
trances: a rectangular entrance of 24 square inches in 
the rear wall; 2 15-square inch entrance in the mount- 
ing floor; a two-inch diameter entrance through the 
rear gusset on each side. The cables required for the 
transmitting bay are shown on the AN/SRT-14 Inter- 
connecting Cabling Diagram (figure 3—30). In this ar- 
rangement, the rear and bottom cable entrances may be 
used for interconnecting cables having an external run. 
The cable entries in the side gussets of the mounting are 
not used in AN/SRT-14 installations. 

Although the rear wall cable entrance is large enough 
to accommodate all the external cables in the majority 
of AN/SRT-14 installations, both rear and bottom 
cable entrances may be used if the number of cables en- 
tering the mounting is exceptionally large or if clear- 
ance to the rear cable entrance is restricted. 

Locate the two capacitors, C-701 and C-702, in the 
rear of the mounting. To facilitate cable handling, 
these capacitors and their clamps should be removed 
from the mounting during installation. Loosen and 
remove the two outside screws on each clamp; do not 
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allow the screws or lock washers to fall into the mount- 
ing while this is being done. Disconnect each of the 
leads from each capacitor. The two capacitors and their 
clamps may then be removed and set aside to be re- 
placed when the mounting assembly is completed. 

Using the AN/SRT-14 Interconnecting Cabling Dia- 
gram (figure 3-30) as a guide, connect one end of the 
interstack cable “A” to the indicated terminals of E-702 
in the mounting. Run the cable under the flange hold- 
ing the terminal board and feed the cable through the 
cable clamp mounted on the center of the angle iron 
behind the terminal board. Tighten the clamp and feed 
the free end of the cable through the upper left cable 
slot. 


Before making cuts in any of the rear or bottom en- 
trance cover plates, plan on paper the number and dia- 
meter of the external cables using each entrance. 


Note 

An r-f output for a receiver terminated in 
a BNC connector (P-609) is made available 
inside the transmitter bay. If an external re- 
ceiver is to be connected to this output, pro-— 
vision should be made in the stuffing tube plan 
for the incoming coaxial cable from the re- 
ceiver. The cable assembly consisting of R-RT4 
and P-3315, found in the installation material, 
should also be considered in the stuffing tube 
. plan. 


Either stuffing tubes or cable clamps may be used to 
secure individual external cables to the entry plates. If 
the former method is chosen, 45° or 90° tubes may be 
used where clearance is limited or obstructions restrict 
the cable approach. In such installations, cover plate 
calculations must be based on the clearance required to 
install the stuffing tubes rather than the outer diameter 
of cables. Remove one or both cable entry cover plates 
as required and put a hole of proper diameter for each 
cable passing through the plate. If stuffing tubes are to 
be used, they should be secured to the cover plates by 
brazing or welding. Refer to BUSHIPS drawing 
9-S-3980-L for specific details of stuffing tube installa- 
tion. 

With the exception of the jackets on coaxial cables, 
remove armor and jackets from the internal runs of all 
cables entering the mounting. Only the individual in- 
sulated conductors should enter the mounting. Strip the 
last 42 inches of all external cables terminating in the 
transmitter group cabinet. 

Set the mounting in its approximate position. If stuff- 
ing tubes are used, feed the external cables through 
the stuffing tubes on the cable entrance cover plate. If 
straight stuffing tubes are used, the cable armor and 
sheath must extend at least 1/8 of an inch beyond the 
inner edge of the stuffing tube. Where 45° or 90° tubes 
are used, the armor and jacket should extend a minimum 
of 1/8 inch beyond the stuffing tube gland. The RG- 
8/U cable, R~RA1, and the coaxial cable from the re- 
ceiver, if such applies, should extend 10 inches beyond 
the stuffing tube. Pack each stuffing tube with standard 
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Navy packing, tighten the gland nuts, and seal the end 
of the gland nut with plastic sealing compound. If cable 
clamps with retaining lips are used, make certain that 
the end of the armor and jacket butt up against the in- 
side of the lip. If clamps with retaining lips are not used, 
the armor and jacket must extend at least 1/8 inch be- 
yond the clamp. Although no packing is required for 
cable clamps, the area between the clamp and the cable 
must be sealed with plastic sealing compound. BUSHIPS 
drawing 9-S-3980-L may be used as a guide for 
either stuffing tube or cable clamp installations. The in- 
dividual conductors projecting from the inside of the 
cable entrance cover plate should be fed into the mount- 
ing and run forward to hang over the front screen of 
the mounting. Remove the UG-23B/U connector from 
the installation material and assemble it to the incoming 
RG-8/U cable (R-RA1), following the procedure out- 
lined in the Cable Assembly Instruction (figure 3—12). 


PULL OUT TOP NAILS. 
(4) REMOVE TOP COVER 


CLIP ALL 7 


CORNER BANDS SS — 


((0) TURN TRANSMITTER GROUP 
UPRIGHT, ALLOWING IT TO REST 
ON EXPENDABLE BASE BOARDS 
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REMOVE NUTS AND BOLTS FROM 
HEADER AT LOWER END OF TRANS- 
(9) MITTER GROUP. REMOVE HEADER 
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If such applies, a connector that will mate to a UG-89/U 
connector should be assembled to the coaxial cable in- 
coming from a receiver (this connector is not supplied 
with the equipment). Replace the bottom cable entrance 
cover plate, securing it in place with the machine screws 
provided in the equipment. Repeat the above procedure 
for all cables entering the rear cable entrance. 

The mounting is provided with two ground straps. 
Ground the mounting by securing the free end of each 
strap to a clean, unpainted portion of the foundation or 
ship’s bulkhead. Then secure the mounting to the bot- 
tom shock mounts with the 5/8-11 x 1-inch long hex 
head cap screws and 5/8-inch lock washers provided in 
the installation kit (items 4 and 5 on figure 3—23). 
Pass the individual conductors of all incoming cables 
except the coaxial cables through the top left-hand cable 
slot and lace the portion in the mounting together with 
interstack cable “A”. Since access to the mounting is 


(2) scrape BITUMINOUS COATING AWAY FROM (8) cLip THREE INNER BAND 
TOP NAIL HEADS AND CORNER BANDS R 


Ss. 
EMOVE THREE TOP BLOCKS 


REMOVE NAILS FROM OUTER 
BARRIER. REMOVE OUTER BARRIER 


REMOVE NAILS 
FROM SIDES AND 
ENDS. REMOVE 
SIDES AND ENDS 


REMOVE INNER MOISTURE 
VAPORPROOF BARRIER 


REMOVE CORRUGATED 
CONTAINER 


Figure 3—4. Transmitter Group OA-684/SRT, Unpacking Procedure 
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REMOVE TAPE AND OPEN 
CORRUGATED CONTAINER. 


TEAR ,OPEN MOISTURE REMOVE TAPE AND OPEN 
VAPORPROOF BARRIER. OUTER CARTON. 


REMOVE TAPE AND 
OPEN INNER CARTON 


REMOVE PROTECTIVE 
SLEEVE AND PAPER 


REMOVE PADS 


REMOVE 
CONTROL INDICATOR AND DESICCANT BAGS. 


REMOVE CORRUGATED CARTONS CONTAINING 
A: TRANSMITTER COUPLER, CU-402/SRT 
B: CONTROL INDICATOR, C-1352/SRT 
C: ELECTRON TUBE, TYPE 4-400A 


REMOVE TAPE 
AND OPEN CARTON. 


REMOVE TAPE AND OPEN TEAR OPEN MOISTURE 
OUTER CARTON. VAPORPROOF BARRIER 


REMOVE TAPE AND 
OPEN INNER CARTON 


REMOVE PROTECTIVE 
SLEEVE 


REMOVE FOUR BOLTS REMOVE TRANSMITTER 
JOINING PALLET COUPLER ATTACHED 
TO TRANSMITTER COUPLER. TO PALLET 
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very limited after other units have been mounted on. top 
of it, all adjustments and connections in this unit should 
be made at this time. Then replace and reconnect the 
two capacitors, C-701 and C-702, in the mounting. 

Secure the two sway mounts (item 14 on figure 3—23) 
in place on the bulkhead. Remove the top cover plate 
from the transmitter group cabinet. 

Remove the five equipment drawers from the trans- 
mitter group cabinet by first loosening the captive screws 
that secure the drawers to the cabinet, using the special 
wrench mounted on the low voltage power supply front 
panel. Starting with the top drawer, pull the drawer 
forward on the rails until a stop on the rail is engaged. 
Disconnect the connectors of the retractable cabling from 
the connectors on the drawer. The connector assembly 
of the retractable cabling has an angle that should be 
latched on the post that is located on the transmitter 
group cabinet front above the top drawer, which, in 
turn, keeps the retractable cabling in its extended posi- 
tion. To complete the removal of the drawer, remove 
the two machine screws, one on each inner rail, that act 
as retainers for the latch in case of failure of the latch 
spring. Depress the latch on each inner rail and pull 
the chassis forward to clear the projection on the front 
of the rail. 


WARNING 


The drawer is now free to be removed entirely 
from the cabinet. Personnel removing the chas- 
sis should now be prepared to support the en- 
tire weight of the drawer. 


Continue to pull the drawer forward until the inner 
slide disengages from the front rail roller, at which point 
the drawer will be completely free from the cabinet. Re- 
peat the above process for each succeeding drawer. For 
ali other drawers, the retractable cabling, after it is dis- 
engaged from the drawer, is returned to the rear of the 
cabinet. 

Remove and discard the expendable base boards. Se- 
cure one eyebolt (item 8 on figure 3—23) in each of the 
tapped holes in the top of the transmitter group cabinet. 
Hoist the cabinet into position a few inches above the 
mounting. 


CAUTION 


Special care must be taken to avoid damaging 
the aligning tabs on the transmitter group side 
panels and the ventilation duct extensions on 
top of the mounting. 


Block the cabinet in place a few inches above the top 
of the mounting. Two coaxial cables, terminating in con- 
nectors P-609 and P-G610, are located, loose, in the bot- 
tom of the transmitter group cabinet. Pull these cables, 
with their connectors, down through the left-hand rear 
cable slot. Mate connectors P-609 and P-610, now in 
the mounting, with the corresponding connectors that 
have been affixed to the incoming cables, using the Inter- 
connecting Cabling Diagram (figure 3—30) as a guide. 
Feed the other cables coming from the mounting through 
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the left cable slot in the bottom of the cabinet. Then 
carefully lower the cabinet into place on top of the 
mounting and secure it in place with the 1/2—13 x 1- 
inch cap screws and 1/2-inch lock washers (items 6 and 7 
on figure 3—23) provided in the installation materials. 
Secure the back of the transmitter to the rear sway 
mounts with the 3/8-16 x 1-inch hex head cap screws 
and 3/8-inch lock washers provided in the installation 
materials (items 15 and 16 on figure 3—23). Re- 
move the eyebolts from the top of the cabinet 
but do not replace the top cover plate until the 
interconnecting wiring has been completed. Remove 
the 10 leveling inserts (item 10 on figure 3—23) 
from the installation material and insert them in 
the tapped holes on the left side of the trans- 
mitter group cabinet. Similarly, insert the two leveling 
inserts (item 12 on figure 3—23) in the tapped holes 
on the left side of the mounting. Insert 12 plug buttons 
(item 13 on figure 3—23) in the leveling inserts. Insert 
the remaining 12 plug buttons (item 11 on figure 3—23) 
in the holes on the right side of the transmitter group 
cabinet and mounting. 


(2) AN/SRT-15 ARRANGEMENT “A,.”—This 
method of assembly is considered the standard arrange- 
ment of the AN/SRT-15. Using the transmitter bay out- 
line drawing (figure 3—24) as a guide, prepare level, 
accurately drilled foundations for the bottom and rear 
of the two stacks. 


Secure all eight shock mounts (items 5 and 6 on 
figure 3—24) to the deck foundation but do not tighten 
the bolts completely. Remove the expendable base 
blocks from each mounting. Set each mounting on its 
set of shock mounts and check the spacing of the 
shock mounts by threading a 5/8—-11 x 1-inch long hex 
cap screw (item 7 on figure 3—24) through the mount- 
ing floor into each shock mount. If the space between 
the two mountings measures 3/32 inch and the tapped 
hole in each shock mount lies directly below the match- 
ing hole in the mounting floor, the mounting may be 
removed and the shock mounts tightened in place on 
the foundation. If holes in mounting and shock mounts 
are not aligned, the foundation must be redrilled as 
required to correct spacing of shock mounts. 


The rear of each mounting contains four cable en- 
trances: a rectangular entrance of 24 square inches in 
the rear wall; a 15-square inch entrance in the mounting 
floor; a 2-inch diameter entrance through the rear gus- 
set on each side. The cables required for each stack are 
shown on figure 3—31, the AN/SRT-15 Interconnecting 
Cabling Diagram. In this arrangement, the rear and bot- 
tom cable entrances may be used for interconnecting 
cables having an external run. 


The cable entry in the gusset of each adjoining side 
is used for the passage of the prefabricated interstack 
cables supplied with the equipment. In the standard 
arrangement these unarmored, interstack cables are used 
in place of the Navy type cables indicated by asterisks 
on AN/SRT-15 Interconnecting Cabling Diagram (fig- 
ure 3—31). 
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REMOVE REMOVE TAPE. 
TOP PAD. OPEN INNER CARTON. 


REMOVE TAPE. 
OPEN OUTER CARTON. 


PULL OUT TOP NAILS. 
REMOVE COVER. 


() 


REMOVE END PADS. 


REMOVE 
MOUNTING. 
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TEAR OPEN MO!STURE 
VAPORPROOF BARRIER. 


(5) 


REMOVE NAILS FROM 
ONE SIDE. REMOVE SIDE. 


(3) 


CLIP 
TWO METAL STRAPS. 


REMOVE SIDE PADS. 


REMOVE WOOD FRAME. DO NOT 
DAMAGE VENTS ON TOP OF UNIT. 


Figure 3—6. Mounting MT—1423/SRT, Unpacking Procedure 


Although the rear wall cable entrance is large enough 
to accommodate all the external cables in the majority 
of AN/SRT-15 installations, both rear and bottom 
cable entrances may be used if the number of cables 
entering the mounting is exceptionally large or if clear- 
ance to the rear cable entrance is restricted. 

Remove the side panels from the adjoining sides of 
the two mountings. In each side panel, cut a hole cor- 
responding in diameter and location to that in the side 
gusset. Then replace the two side panels on the mount- 
ings. Remove two leveling inserts (item 20 on figure 
3—24) from the installation materials box and thread 
them into the tapped holes on the left side of the right 
mounting. 

Locate the two capacitors, C-701 and C-702, in the 
rear of each mounting. These capacitors and their 
clamps should be removed from the mounting during 


installation to facilitate cable handling. Loosen and re- 


move the two outside screws on each clamp; do not al- 
low the screws or lock washers to fall into the mounting 
while this is being done. Disconnect each of the leads 
from each capacitor. The two capacitors and their 
clamps may then be removed and set aside to be re- 
placed when the mounting assembly is completed. 
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Using the AN/SRT-15 Interconnecting Cabling Dia- 
gram (figure 3—31) as a guide, connect the specified 
cables to the indicated terminals of E-702 in the right- 
hand mounting. 


Note 


See Terminal Board and Cable Entrance Data 
(figure 3—26) for location of terminal boards 
discussed in this section. 


Run the cable going to the transmitter group (inter- 
stack cable “A”) under the flange holding the terminal 
board and feed the cable through the cable clamp 
mounted on the center of the angle iron behind the 
terminal board. (See figure 3—13.) Tighten the clamp 
and feed the free end of the cable through the upper left 
cable slot. Run the cable going to the left mounting 
(interstack cable ““B”) under the flange and feed this 
cable through the cable clamp mounted on the left side 
of the angle iron behind the terminal board. Tighten the 
clamp and then pass the free end of this cable through 
the gusset entry on the left side of the mounting. 

Set the left-hand mounting in its approximate posi- 
tion and feed the free end of cable from the right-hand 
mounting through the gusset entrance in the right side 
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of the mounting. Do not make the connections to E-702 
in the left-hand mounting at this time and do not pass 
the cable through the clamp. 


Before making cuts in any of the rear or bottom en- 
trance cover plates, plan on paper the number and di- 
ameter of the external cables using each entrance. All in- 
coming cables enter the right mounting except the three- 
phase power cable (R-RT2) that enters the left-hand 
mounting. 


Note 


An r-f output for a receiver terminated in a 
BNC connector (P-609) is made available in- 
side the transmitter bay. If an external receiver 
is to be connected to this output, provision 
should be made in the stuffing tube plan for 
the incoming coaxial cable from the receiver. 
The cable assembly, consisting of R-RT13 and 
P-3315 located in the installation material, 
should also be included in the stuffing tube 
plan. 


All interstack cables should enter the mountings 
through the gusset entrance. Either stuffing tubes or 
cable clamps may be used to secure individual external 
cables to the entry plates. If the former method is cho- 
sen, 45° or 90° tubes may be used where clearance is 
limited or obstructions restrict the cable approach. In 
such installations, cover plate calculations must be based 
on the clearance required to install the stuffing tubes 
rather than the outer diameter of cables. Remove one 
or both cable entry cover plates as required and cut a 
hole of proper diameter for each cable passing through 
the plate. If stuffing tubes are to be used, they should 
be secured to the cover plates by brazing or welding. 
Refer to BUSHIPS drawing 9-S-3980-L for specific 
details of. stuffing tube installation. 


With the exception of the jackets or coaxial shield- 
ing required for r-f cables, remove armor and jackets 
from the internal runs of all cables entering the mount- 
ing. Only the individual insulated conductors should 
enter the mounting. Strip the last 42 inches of all ex- 
ternal cables terminating in the transmitter group cabinet 
and the last 38 inches of the three-phase power cable 
(R-RT2). 

Set the mounting in its approximate position. If 
stuffing tubes are used, feed the external cables through 
the stuffing tubes on the cable entrance cover plate. 
If straight stuffing tubes are used, the cable armor and 
sheath must extend at least 1/8 of an inch beyond the 
inner edge of the stuffing tube. Where 45° or 90° 
tubes are used, the armor and jacket should extend a 
minimum of 1/8 inch beyond the stuffing tube gland. 
The RG-8/U cable, R-RA1, and the coaxial cable from 
the receiver, if such applies, should extend 10 inches 
beyond the stuffing tube. Pack each stuffing tube with 
standard Navy packing, tighten the gland nut, and seal 
the end of the gland nut with plastic sealing com- 
pound. If cable clamps with retaining lips are used, 
make certain that the end of the armor and jacket 


ORIGINAL 


NAVSHIPS 92121(A) 
AN/SRT-—14, 14A, 15, 15A, 16, 16A 


Section 3 
Paragraph 4 a (2) 


butt up against the inside of the lip. If clamps with re- 
taining lips are not used, the armor and jacket must 
extend at least 1/8 inch beyond the clamp. Although 
no packing is required for cable clamps, the area be- 
tween the clamp and the cable must be sealed with 
plastic sealing compound. BUSHIPS drawing 9-S-3980-L 
may be used as a guide for either stuffing tube 
or cable clamp installations, 


The individual conductors projecting from the inside 
of the cable entrance cover plate should be fed into 
the mounting and run forward to hang over the front 
screen of the mounting. Remove the UG—23B/U con- 
nector from the installation material and assemble it 
to the incoming RG-8/U cable (R-RA1) following 
the procedures outlined in the Cable Assembly Instruc- 
tion (figure 3—12). If such applies, a connector that 
will mate to a UG-89/U connector should be assem- 
bled to the coaxial cable incoming from a receiver 
(this connector is not supplied with the equipment). 
Replace the bottom cable entrance cover plate, secur- 
ing it in place with the machine screws provided in 
the equipment. Repeat the above procedure for all 
cables entering the rear cable entrance. 


Feed the interstack cables (cables “C” and “F’) 
from the transmitter group to the two booster units 
through the left-hand gusset entrance, and up through 
the left-hand cable slot. The two cables should pro- 
trude above the top of the right mounting according to 
the length required to fan out on the transmitter group 
terminal boards. Feed interstack cable “G” through 
the left side panel entrance of the right-hand mounting 
and pass the cable up through the area between the 
left-side panel and the structural members of the 
mounting. Cable ““G” should protrude above the top 
of the right mounting according to the length required 
to connect to the transmitter group terminal board 
(E-608). Make certain that the base mount to base 
mount cable is not clamped tightly in the left mount- 
ing and then slide the two mountings slightly apart. 
Using abrasion-resistant tape, wrap interstack cables 
“C” and “F’ together at the point where they pass 
through the side panel of the right mounting for a 
length of four to six inches centered at the side panel. 
Similarly, wrap interstack cable “G’ and the base 
mount to base mount cable (cable “B’’) together. Feed 
cables ‘“‘C” and “F” through the right side panel of 
the left-hand mounting and then up through the area 
between the side panel and the structural members of 
the left mounting. Feed the other two cables through 
both the right side panel and right side gusset en- 
trance of the left mounting. Slide the two mountings 
into their approximate positions so that the two side 
panels are adjoining. Feed interstack cable ‘‘G’’ across 
the floor of the left mounting, through the left side 
gusset entrance, and then up through the area between 
the left side panel and the structural members of the 
mounting. In the left mounting, remove the screw hold- 
ing the cable clamp on the left side of the angle iron 
behind the terminal board, E-702, and mount the clamp 
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in the corresponding tapped hole on the right side of 
the angle iron. Pass cable “B” through this clamp, 
under the angle iron to E-702 and tighten the clamp. 
Using the Interconnecting Cabling Diagram, figure 
3—31, as a guide, make the indicated connections on 
E-702 in the left-hand mounting. 


Each mounting is provided with two ground straps. 
Ground the mounting by securing the free end of each 
strap to a clean, unpainted portion of the foundation 
or ship’s bulkhead. Thread the adjustable inserts in or 
out until the space between the two mountings is 3/32 
inch. Then secure each mounting to the bottom shock 
mounts with the 5/8-11 x 1-inch long hex head cap 
screws and 5/8-inch lock washers provided in the in- 
stallation kit (items 7 and 8 on figure 3—24). Using the 
5/16-18 x 2-inch long hex head cap screws, 5/16-inch 
lock washers and 5/16-inch nuts provided in the in- 
stallation materials (items 11, 12, and 13 on figure 
3—24), secure the front and rear of the two mountings 
together. 


Lace all the conductors of all cables, except the inter- 
stack and the coaxial cables, entering the right mount- 
ing together and pass them through the upper left 
cable slot on the top of the right mounting. The three- 
phase power cable (R-RT2) entering the left-hand 
mounting should be fed through the cable slot on the 
left side of the mounting frame. Then replace and re- 
connect the two capacitors, C-701 and C-702, in each 
“mounting. 


Secure the two sway mounts (item 22 on figure 
3—24) in place on the bulkhead foundation. Remove 
the top cover plate from the transmitter group cabinet. 


Remove the five equipment drawers from the trans- 
mitter group cabinet, by first loosening the captive 
screws that secure the drawers to the cabinet, using 
the special wrench mounted on the low voltage power 
supply front panel. Starting with the top drawer, pull 
the drawer forward on the rails until a stop on the 
rail is engaged. Disconnect the connectors of the re- 
tractable cabling from the connectors on the drawer. 
The connector assembly of the retractable cabling has 
an angle that should be latched on the post that is 
located on the transmitter group cabinet front above 
the top drawer, which, in turn, keeps the retractable 
cabling in its extended position. To complete the re- 
moval of the drawer, remove the two machine screws, 
one on each inner rail, that act as retainers for the latch 
in case of failure of the latch spring. Depress the latch 
on each inner rail and pull the chassis forward to clear 
the projection on the front of the rail. 


WARNING 


The drawer is now free to be removed en- 
tirely from the cabinet. Personnel removing 
the chassis should now be prepared to support 
the entire weight of the drawer. 


Continue to pull the drawer forward until the inner 
slide disengages from the front rail roller, at which 
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point the drawer will be completely free from the 
cabinet. Repeat the above process for each succeeding 
drawer. For all other drawers, the retractable cabling, 
after it is disengaged from the drawer, is returned to 
the rear of the cabinet. 


Remove and discard the expendable base boards. Se- 
cure one eyebolt (item 16 on figure 3—24) into each 
of the four tapped holes on the top of the transmitter 
group cabinet. Hoist the cabinet into position a few 
inches above the right-hand mounting. 


CAUTION 


Special care must be taken to avoid damaging 
the aligning tabs of the transmitter group and 
the ventilation duct extensions on top of the 
mounting. 


Block the cabinet in place a few inches above the 
mounting. The coaxial cables, terminating in connectors 
P-609 and P-G610, are located, loose, in the bottom of 
the transmitter group cabinet. Pull these cables, with 
their connectors, down through the left-hand rear ca- 
ble slot. Feed interstack cable ““G’ coming from the 
mounting through area on the bottom left side of the 
cabinet where terminal board E-608 is mounted. Mate 
connectors P-609 and P-610, now in the mounting, with 
the corresponding connectors which have been affixed 
to the incoming cables, using the Interconnecting Ca- 
bling Diagram (figure 3—31) as a guide. Feed the other 
cables coming from the right-hand mounting through 
the left-hand cable slot in the bottom of the cabinet. 
Then carefully lower the cabinet into place on top of 
the mounting and secure it in place with the 1/2-13 x 
1-inch long cap screws and 1/2-inch lock washers 
(items 9 and 10 on figure 3—24) provided in the in- 
stallation materials box. Remove the eyebolts from the 
top of the cabinet but do not replace the top cover 
plate until the interconnecting wiring has been com- 
pleted. Remove four leveling inserts (item 18 on fig- 
ure 3—24) from the installation material and thread 
them into the four lowest tapped holes on the left side 
of the transmitter group cabinet. Thread the inserts in 
or out until they project 3/32 inch from the side of 
the cabinet. 

Remove the high voltage power supply drawer from 
its cabinet in the same manner as described for the 
drawers in the transmitter group cabinet. Resting the 
front of the cabinet on the front of the mounting, feed 
the interstack cable ‘“C’’ coming from the left-hand 
mounting, through the area between the right side 
panel of the high voltage power supply cabinet and its 
structural members, and into the cabinet through the 
right side entry. Feed interstack cable ‘F’’ through the 
area between the cabinet right side panel and its struc- 
tural members and out of the top of the cabinet. Feed 
the interstack cable ““G’’, coming from the left side of 
the mounting, along the left side of E-1404 and out of 
the top of the cabinet. Feed the three-phase power ca- 
ble (R-RT2) through the left-hand cable slot in the 
bottom of the high voltage supply cabinet. Lower the 
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cabinet into place so that all aligning tabs are inside from the location of terminal board E-1408, in the high 
on the side panels. Secure the cabinet to the mounting with level modulator, down in the corresponding area of 
( the hex head cap screws and lock washers (items 9 the high voltage power supply cabinet to terminal 
and 10 on figure 3—24) provided in the installation board E-1404. Temporarily lace this cable to the cab- 
materials box. Feed the high voltage power supply to inet structure for support. 
the high level modulator interstack cable (cable “D’’) Bolt the two stacks together with the hex head cap 
from the high voltage power supply cabinet, through screws, lock washers and nuts (items 11, 12, and 13 
the right side entry at the rear, up through the area on figure 3—24). Where the spacing between the stacks 
between the right side panel and the cabinet structure, is excessive, thread the inserts out until 5/32 inch of it 
and out of the top of the cabinet, making sure the ca- projects from the side of the frame and then take up 
ble protrudes far enough to fan out to the high level the rest of the spacing by tightening the bolts holding 
modulator cabinet terminal boards. Lace together ca- the two stacks together. Secure the back of the trans- 
bles “D” and “F’. mitter group cabinet to the sway mounts with the 
Remove the high level radio modulator from its 3/8-16 x 1-inch long hex head cap screws and 3/8-inch 
cabinet. Resting the front of the cabinet on the high lock washers (items 23 and 24 on figure 3—24) pro- 
voltage power supply, feed the interstack cables ‘“‘D” vided with the installation materials. Thread the re- 
and “‘F” coming from the power supply through the maining two leveling inserts (item 20 on figure 3—24) 
> area between the high level modulator cabinet right into the left side of the left mounting. Thread the 
€ side panel and its structure and into the cabinet remaining 10 leveling inserts (item 18 on figure 3—24) 
i through the right side entry. Feed interstack cable ““G” into the left side of the booster cabinets and the re- 
into the area of the cabinet occupied by E-1408. Lower maining tapped holes in the left side of the transmitter 
¢ the modulator cabinet into place, making certain that group cabinet. Insert 12 plug buttons (item 21 on fig- 
. all aligning tabs are inside the side panels. Secure the ure 3—24) in the leveling inserts. Insert 12 plug but- 
modulator cabinet to the high voltage power supply tons (item 19 on figure 3—24) in the holes on the right 
cabinet with the cap screws and lock washers (items 9 side of the transmitter group cabinet and mounting. 
and 10 on figure 3—24) provided in the installation (3) AN/SRT-16 ARRANGEMENT “D”.—This 
materials box. Feed the high level modulator to the method of assembly is considered the standard arrange- 


high voltage power supply interstack cable (cable ‘‘E”) ment of the AN/SRT-16. Using the transmitter bay 


. , CLIP THREE 
METAL STRAPS 


PULL OUT TOP NAILS. 
REMOVE COVER 


NY 


REMOVE NAILS 
FROM ONE SIDE. 
REMOVE SIDE 


REMOVE NAILS IN SIDES 
HOLDING REAR BLOCK. 
REMOVE REAR BLOCK 
REMOVE ANTENNA 

COUPLER 
LOOSEN AND REMOVE 
EIGHT SETS OF NUTS, 


BOLTS AND WASHERS 
FROM BOTTOM OF CASE 


HOLDING FRONT BLOCK. 


; REMOVE NAILS IN SIDES 
( REMOVE FRONT BLOCK 


Figure 3—7. Antenna Coupler CU-—372/SRT, Unpacking Procedure 
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outline drawing (figure 3—25) as a guide, prepare 
level, accurately drilled foundations for the bottom 
and rear of the two stacks. 


Secure ail eight shock mounts (item 4 on figure 
3—25) to the deck foundation but do not tighten the 
bolts completely. Remove the expendable base blocks 
from each mounting. Set each mounting on its set 
of shock mounts and check the spacing of the shock 
mounts by threading a 5/8—11 x 1-inch long hex head 
cap screw (item 5 of figure 3—25) through the mount- 
ing floor into each shock mount. If the space between 
the two mountings measures 3/32 inch and the tap- 
ped hole in each shock mount lies directly below the 
matching hole in the mounting floor, the mounting 
may be removed and the shock mounts tightened in 
place on the foundation. If holes in mounting and 
shock mounts are not aligned, the foundation must be 
redrilled as required to correct spacing of shock 
mounts. 


The rear of each mounting contains four cable en- 
trances: a rectangular entrance of 24 square inches in 
the rear wall; a 15-square inch entrance in the mounting 
floor; a two-inch diameter entrance through the rear 
gusset on each side. The cables required for each stack 
are illustrated in the AN/SRT-16 Interconnecting Ca- 
bling Diagram (figure 3—32). In this arrangement the 
rear and bottom cable entrances may be used for in- 
terconnecting cables having an external run. 


The cable entry in the gusset of each adjoining side 
is used for the passage of the prefabricated interstack 
cables supplied with the equipment. In the standard 
arrrangement these unarmored, interstack cables are 
used in place of the Navy-type cables indicated by as- 
terisks on the AN/SRT-16 Interconnecting Cabling 
Diagram (figure 3—32). 

Although the rear wall cable entrance is large 
enough to accommodate all the external cables in 
the majority of AN/SRT-16 installations, both rear 
and bottom cable entrances may be used if the number 
of cables entering the mounting is exceptionally large 
or if clearance to the rear cable entrance is restricted. 


Where corresponding cables serving the two trans- 
mitter groups have completely parallel runs, the two 
individual cables may be combined into a single larger 
cable. For example, the two TTHFWA-1-1/2 cables, 
carrying teletype input to the two transmitter groups 
(figure 3—32), may be replaced by a single TTHFWA- 
3 if the far ends of both cables terminate at the same 
point. The TTHFWA-3 may enter either of the two 
stacks; the two individual conductors feeding the other 
stack should be run through the gusset cable entrances 
in the mounting side panels. 

Oven heaters in both transmitter groups are fed by 
a single DSGA-3 line (R-RT3). (See figure 3—32.) This 
cable is run into the left-hand mounting and terminates 
on E-602, terminals 21 and 22. Two conductors of the 
transmitter group to the transmitter group interstack 
cable are used to connect the heaters in the left trans- 
mitter group in parallel with those of the right. 
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Remove the side panels from the adjoining sides of 
the two mountings. In each side panel cut a hole cor- 
responding in diameter and location to that in the side 
gusset. Then replace the two side panels on the mount- 
ings. Remove two leveling inserts (item 16 on figure 
3—25) from the installation materials box and thread 
them into the tapped holes on the left side of the right 
mounting. Locate the capacitors, C-701 and C-702, in 
the rear of each mounting. These capacitors and their 
clamps should be removed from the mounting during 
installation to facilitate cable handling. Loosen and 
remove the two outside screws on each clamp; do not 
allow the screws or lock washers to fall into the mount- 
ing while this is being done. Disconnect each of the 
leads from each capacitor. The two capacitors and their 
clamps may then be removed and set aside to be re- 
placed when the mounting assembly is completed. 

Using the AN/SRT-—16 Interconnecting Cabling Dia- 
gram (figure 3—32) as a guide and assuming the left- 
hand stack to be the 500-watt stack, connect one end 
of the base mount to base mount and base mount to 
transmitter group interstack cables (interstack cables 
“L” and “N’’) to the indicated terminals on E-702 in 
the right mounting. 


Note 
See Terminal Board and Cable Entrance Data 
(figure 3—26) for location of terminal boards 
discussed in this section. 


In the right mounting, remove the screw holding the 
cable clamp in the center of the angle iron behind the 
terminal board, E-702, and mount. the clamp in the cor- 
responding tapped hole on the right side of the angle 
iron. Run the cable going to the right transmitter (in- 
terstack cable “L”) under the flange holding the ter- 
minal board and feed the cable through the cable clamp 
mounted on the right side of the angle iron. (See fig- 
ure 3—13.) Tighten the clamp and feed the free end 
of the cable along the floor of the right mounting, 
through the right side gusset entry and up through the 
space between the right side panel and the structure of 
the mounting. Run the cable going to the left mount- 
ing (interstack cable “N’”’) under the flange and feed 
this cable through the cable clamp mounted on the 
left side of the angle iron behind the terminal board. 
Tighten the clamp, and then pass the free end of this 
cable through the gusset entry on the left side of the 
mounting. 

Set the left-hand mounting in its approximate posi- 
tion and feed the free end of the base rnount to the 
base mount cable, cable “‘N’, through the gusset en- 
trance in the right side of this mounting. Do not make 
the connections to E-702 in the left-hand mounting at 
this time and do not pass the cable through the clamp. 

Before making cuts in any of the rear or bottom en- 
trance cover plates, plan on paper the number and dia- 
meter of the external cables using each entrance. 


Note 


An r-f output for a receiver terminated in a 
BNC connector (P-609) is made available in- 
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CLIP THREE 


PULL OUT TOP NAILS 
REMOVE COVER 


BOTTOM OF CASE 
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HOLOING FRONT BLOCK. 
REMOVE FRONT BLOCK 
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REMOVE REAR BLOCK. 


REMOVE R.F. TUNER 


Figure 3—8. Radio Frequency Tuner TN--229/SRT, Unpacking Procedure 


side. the transmitter bay. If an external re- 
ceiver is to be connected to this output, pro- 
vision should be made in the stuffing tube 
plan for the incoming coaxial cable from the 
receiver. Two cable assemblies, each consisting 
of R-RT15 and P-3315, located in the installa- 
tion material, should also be included in the 
stuffing tube plan. 


All interstack cables should enter the mountings 
through the gusset entrance. Either stuffing tubes or 
cable clamps may be used to secure individual external 
cables to the entry plates. If the former method is 
chosen, 45° or 90° tubes may be used where clearance is 
limited or obstructions restrict the cable approach. In 
some installations cover plate calculations must be 
based on the clearance required to install the stuffing 
tubes rather than the outer diameter of cables. Repeat 
the following procedure for each of the two mountings. 
Remove one. or both cabie entry cover plates as re- 
quired and cut a hole of proper diameter for each cable 
passing through the plate. If stuffing tubes are to be 
used, these fixtures should be secured to the cover plates 
by brazing or welding. Refer to BUSHIPS drawing 9-S- 
3980-L for specific details of stuffing tube installation. 


ORIGINAL 


With the exception of the jackets on coaxial cables, 
remove armor and jackets from the internal runs of 
all cables entering the mounting. Only the individual 
insulated conductors should enter the mounting. Strip 
the last 75 inches of all external cables terminating in 
the transmitter group cabinet and 38 inches of the 
three-phase power cable (R-RT2) connected to the 
high voltage power supply cabinet. 


Set the mounting in its approximate position. If 
stuffing tubes are used, feed the external cables through 
the stuffing tubes mounted on the cable entrance cover 
plate. If straight stuffing tubes are used, the cable ar- 
mor and sheath must extend at least 1/8 inch beyond 
the inner edge of the stuffing tube. Where 45° or 90° 
tubes are used, the armor and jacket should extend a 
minimum of 1/8 inch beyond the stuffing tube gland. 
The two RG-8/U cables (1-R-RA1 and 2-R-RA1) and 
the two coaxial cables from receivers, if such applies, 
should extend 10 inches beyond the stuffing tube. Pack 
each stuffing tube with standard Navy packing, tighten 
the gland nuts, and seal the end of the gland nut with 
plastic sealing compound. If cable clamps with retain- 
ing lips are used, make certain that the end of the ar- 
mor and jacket butt up against the inside of the lip. 
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If cable clamps with retaining lips are not used, the 
armor and jacket must extend at least 1/8 inch beyond 
the clamp. Although no packing is required for cable 
clamps, the area between the clamp and the cable must 
be sealed with plastic sealing compound. BUSHIPS 
drawing 9-S-3980-L may be used as a guide for either 
stuffing tube or cable clamp installations. 


The individual conductors projecting from the inside 
of the cable entrance cover plates should be fed into 
the mounting and run forward to hang over the front 
screen of the mounting. Remove the two UG~23B/U 
connectors from the installation material and assemble 
them to the two incoming RG-8/U cables following 
the procedure outlined in the Cable Assembly Instruc- 
tion (figure 3—12). If such applies, two connectors that 
will mate to UG-89/U connectors should be assembled 
to the two coaxial cables incoming from receivers 
(these connectors are not supplied with the equip- 
ment). Replace the bottom cable entrance cover plates, 
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securing them in place with the machine screws pro- 
vided in the equipment. Repeat the above procedure 
for all cables entering the rear cable entrance. 

Feed the interstack cable from the high voltage 
power supply to the high level modulator and to the 
500-watt transmitter group (interstack cables ‘““H’’ and 
“J’) in through the left gusset entrance, across the 
floor of the right mounting, through the right side 
gusset entrance, and up through the area between the 
right side panel and the structure of the right mount- 
ing. These two cables should protrude above the top 
of the right-hand mounting according to the length 
required to fan out on the high voltage power supply 
terminal boards. In the same manner feed the inter- 
stack cable between the two transmitter groups (cable 
“P’’) through the right side mounting, except this 
cable should protrude above the top of the right-hand 
mounting far enough to pass through the high voltage 
power supply cabinet, and then be able to fan out on 


CLIP 
THREE METAL STRAPS. 


REMOVE NAILS FROM SIDES. 
KNOCK DOWN SIDES AND ENDS, 


REMOVE DESSICANT 
BAGS AND PROTECTIVE 
PAPER ' 


TEAR OPEN 
MOISTURE VAPORPROOF 
BARRIER, 


REMOVE 
CORRUGATED 
CONTAINER. 


Figure 3—9. Radio Modulator-Power Supply OA-—685/SRT, Unpacking Procedure 


3-20 


ORIGINAL 


c 


INSTALLATION 


the terminal boards of the transmitter group, which 
will mount on top of the high voltage power supply. 
Feed interstack cable “K” through the left side panel 
entrance of the right mounting and pass the cable up 
through the area between the left side panel and the 
structure of the mounting. Cable “KK” should protrude 
above to the top of the right mounting according to 
the length required to connect to the high voltage 
power supply terminal board (E-1404). Make certain 
that the base mount to base mount cable is not clamped 
in the left mounting and then slide the two mountings 
slightly apart. Using abrasion-resistant tape, wrap in- 
terstack cables “H’”, “J”, and “P” together at the point 
where they pass through the side panel of the right 
mounting for a length of three inches to the right of 
this point and one inch to the left of this point. Wrap 
tape around cable “N”’ for a length of three inches on 
both sides of the point. Wrap tape around cable “K” 
for a length of three inches to the left of the point and 
one inch to the right of the point. 

Feed cables ‘‘H”, ‘‘J”, and “P” through the right side 
panel of the left mounting and then up through the 
area between the right side panel and the structure of 
the left mounting. Feed cables “K’ and “N” through 
both the right side panel and right side gusset en- 
trance of the left mounting. In the left mounting re- 
move the screw holding the cable clamp on the left 
side of the angle iron behind the terminal board, E-702, 
and mount the clamp in the corresponding tapped hole 
on the right side of the angle iron. Connect one end 
of the base mount to the transmitter group interstack 
cable “M” to the indicated terminals on E-702 in the 
left mounting. Run the free end of the cable through 
the cable clamp on the right side of the angle iron. 
(See figure 3—13.) Do not tighten this clamp at this 
time. Pass the free end of cable “M” through the right 
side gusset entrance and then up through the area be- 
tween the right side panel and the mounting structure. 
Slide the two mountings into their approximate posi- 
tions so that the two side panels are adjoining. Feed 
interstack cable “K” across the floor of the left-hand 
mounting, through the left side gusset entrance, and 
then up through the area between the left side panel 
and the mounting structure. Pass interstack cable “N” 
through the same clamp holding cable ‘“M.” Tighten the 
clamp, packing the inside of this clamp, if necessary 
to insure that the clamp fits tightly around cables ‘““M” 
and “‘N”. Using the Interconnecting Cabling Diagram, 
figure 3—32, as a guide, make the indicated connection 
of cable “N” on E-702 in the left mounting. 

Each mounting is provided with two ground straps. 
Ground the mounting by securing the free end of each 
strap to a clean, unpainted portion of the foundation or 
ship’s bulkhead. Thread the adjustable inserts in or out 
until the space between the two mountings is 3/32 inch. 
Then secure each mounting to the bottom shock mounts 
with the 5/8—11 x 1-inch long hex head cap screws and 
5/8-inch lock washers provided in the installation kit 
(items 5 and 6 on figure 3—25). Using the 5/16-18 x 
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2-inch long hex head cap screws, 5/16-inch lock washers, 
and 5/16-inch nuts provided in the installation materials 
(items 9, 10, and 11 on figure 3—25), secure the front 
and rear of the two mountings together. 

In the left mounting, lace all the conductors of all 
cables except the interstack and the coaxial cables enter- 
ing the left mounting and pass them through the right 
side gusset entrance, and up through the area between 
the right side panel and the mounting structure. In the 
right mounting, lace all the conductors of all cables ex- 
cept the three-phase power cable (R-RT2), the inter- 
stack and the coaxial cables entering the right mounting, 
and pass them through the right side gusset entrance 
and up through the area between the right side panel 
and the mounting structure. The three-phase power cable 
(R-RT2) entering the right mounting should be fed 
through the left-hand cable slot on the top of the right 
mounting. Then replace and reconnect the two capaci- 
tors, C-701 and C-702, in each mounting. 

Remove the five equipment drawers from each of the 
transmitter group cabinets, by first loosening the captive 
screws that secure the drawers:to the cabinet, using the 
special wrench mounted on the low voltage power sup- 
ply front panel. Starting with the top drawer, pull the 
drawer forward on the rails until a stop on the rail is 
engaged. Disconnect the connectors of the retractable 
cabling from the connectors on the drawer. The con- 
nector assembly of the retractable cabling has an angle 
which should be latched on the post that is located on 
the transmitter group cabinet front above the top drawer, 
which, in turn, keeps the retractable cabling in its ex- 
tended position. To complete the removal of the drawer, 
remove the two machine screws, one on each inner rail, 
that act as retainers for the latch in case of failure of 
the latch spring. Depress the latch on each inner rail and 
pull the chassis forward to clear the projection on the 
front of the rail. 


WARNING 


The drawer is now free to be removed entirely 
from the cabinet. Personnel removing chassis 
should now be prepared to support the entire 
weight of the drawer. 


Continue to pull the drawer forward until the inner slide 
disengages from the front rail roller, at which point 
the drawer will be completely free from the cabinet. 
Repeat the above process for each succeeding drawer. 
For all other drawers, the retractable cabling, after it 
is disengaged from the drawer, is returned to the rear of 
the cabinet. 


Remove the high voltage power supply drawer from 
its cabinet in the same manner as described for the 
drawers in the transmitter group cabinet. Resting the 
front of the cabinet on the front of the right mounting, 
feed interstack cable “K” coming from the left side of 
the right mounting into the area of the high voltage 
power supply cabinet occupied by terminal board E-1404. 
Feed the three-phase power cable (R-RT2) through the 
left cable hole in the bottom of the high voltage power 
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supply cabinet. Feed interstack cables ““H’’ and “J” com- 
ing from the right side of the right-hand mounting, 
through the area between the right side panel of the 
high voltage power supply cabinet and its structural 
members and into the cabinet through the right side 
entry. Feed interstack cables ‘‘L” and “P” and the in- 
coming cables, coming from the right side of the right- 
hand mounting, through the area between the high volt- 
age power supply cabinet right side panel and the cab- 
inet structure, and out of the top of the cabinet. Lower 
the cabinet into place so that all aligning tabs are inside 
the side panels. Secure the cabinet to the mounting with 
the 1/2-13 x 1-inch long hex head cap screws and 1/2- 


inch lock washers (items 7 and 8 on figure 3—25) pro- © 


vided in the installation material box. Remove two ad- 
justable inserts (item 14 on figure 3—25). Thread an 
insert into each of the tapped holes on the left side of 
the high voltage power supply cabinet. 


Remove the high level radio modulator drawer from 
its cabinet in the same manner as described for the 
drawers in the transmitter group cabinet. Resting the 
front of the cabinet on the front of the left mounting, 
feed interstack cable “K’’, coming from the left side of 
the left mounting, through the area between the high 
level radio modulator cabinet left side panel and the 
cabinet structure and out of the top of the cabinet. Feed 
interstack cable “J”, coming from the right side of the 
left mounting, through the area between the high level 
radio moduiator cabinet and its structural members, and 
into the cabinet through the right side entry. Feed inter- 
stack cables ‘““H’”’, “M’’, and “P” and the incoming cables, 
coming from the right side of the feft-hand mounting, 
through the area between the high level radio modulator 
cabinet right side panel and the cabinet structure, and 
out of the top of the cabinet. Lower the cabinet into 
place so that all the aligning tabs are inside the side 
panels. Secure the cabinet to the left-hand mounting 
with the 1/2-3 x 1-inch long hex head cap screws and 
1/2-inch lock washers (items 7 and 8 on figure 3—25). 
Feed the high level radio modulator to the transmitter 
group interstack cable (cable “‘R’) from the high level 
radio modulator cabinet, through the right side entry, 
up through the area between the cabinet right side 
panel and the cabinet structure and out of the cabinet, 
making sure the cable protrudes far enough to fan out 
to the transmitter group terminal boards. Lace cable ‘‘R” 
to the other cables passing up the right side of the high 
level radio modulator. 


Secure the four sway mounts (item 18 of figure 3—25) 
to the bulkhead foundation. Remove the right side panel 
from the transmitter group cabinet that is to mount on 
the high voltage power supply cabinet by removing the 
22 binding-head machine screws. that mount each side 
panel to the cabinet frame. Remove the expendable base 
blocks from one of the transmitter group cabinets. Se- 
cure one eyebolt (item 12 on figure 3—25) into each of 
the tapped holes in the top of the transmitter group 
cabinet. Carefully hoist the cabinet into a position a few 
inches above the high voltage power supply cabinet. 
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Taking care to avoid damage to any of the aligning tabs, 
block the transmitter group cabinet in position. Two 
coaxial cables terminating in connectors P-609 and P-610 
are located, loose, on the bottom of the transmitter group 
cabinet. Pull these cables, with their connectors, back 
through the right side entry and drop them down 
through the area between the right side panel and the 
cabinet structure, through the corresponding area in the 
right side of the high voltage power supply cabinet, 
through the same area in the mounting and into the 
mounting through the right side gusset entrance. Mate 
connectors P-609 and P-610 with the corresponding con- 
nectors that have been affixed to the incoming cables, 
using Interconnecting Cabling Diagram (figure 3—32) 
as a guide. Feed the cables coming out of the top of the 
right side of the high voltage power supply cabinet into 
the bottom of the transmitter group cabinet through the 
cable entry located at the bottom of the right side of 
the cabinet at the rear. These cables should pass through 
this entry behind the transmitter group cabinet wiring, 
which also enters the bottom of the cabinet at this point. 
Replace the right side panel. Lower the transmitter group 
cabinet into place on top of the high voltage power sup- 
ply cabinet. Bolt the two units together with ten 1/2—13 
x 1-inch long hex head cap screws.and 1/2-inch lock 
washers (items 7 and 8 on figure 3—25), but do not 
tighten the bolts completely. Secure the transmitter group 
cabinet to the bulkhead sway mounts with the 3/8-16 x 
1-inch long hex head cap screws and 3/8-inch lock 
washers (items 19 and 20 on figure 3—25), but do not 
tighten the screws completely. Thread leveling inserts 
(item 14 on figure 3—25) into all the tapped holes on 
the left side of the right transmitter group cabinet. With 
the exception of leveling inserts, install the second trans- 
mitter group in the same manner. The two top inserts 
on the right-hand transmitter group should be adjusted 
until the sides of the two transmitter group cabinets are 
parallel and, if possible, not over 3/32-inch apart. The 
adjustable inserts used in this equipment permit the two 
stacks to be joined together mechanically in spite of mis- 
alignments arising from manufacturing tolerances. Bolt 
the two transmitter group cabinets together at the top 
with two 5/16-inch cap screws, 5/16-inch lock washers, 
and 5/16-inch nuts (items 9, 10, and 11 on figure 3—25) 
and tighten. Tighten the cap screws holding the trans- 
mitter group cabinets to the bulkhead sway mounts. The 
remaining inserts in the transmitter group and modulator 
cabinets should be threaded out until they touch the 
side wall of the cabinets on the left. If the cap screws 
securing the booster cabinets to the mounting and the 
transmitter group are loose enough, a small amount of 
adjusting is possible by edging the cabinets toward or 
away from the center line as required. When the spacing 
between the two stacks is correct, tighten the cap screws 
holding the booster components to the mountings and 
the transmitter group cabinets to the booster. Then se- 
cure the two stacks together, as shown on section A-A 
of figure 3—25, with the remaining eight 5/16-inch cap 
screws, 5/16-inch lock washers, and 5/16-inch nuts 
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Figure 3—10. Installation Material, AN/SRT—15 


(items 9, 10, and 11 on figure 3—25). Remove the four 
eyebolts from the top of each transmitter group cabinet, 
but do not replace the top covers until the wiring has 
been completed. Thread the remaining two leveling in- 
serts (item 16 on figure 3—25) into the left side of the 
left mounting. Thread the remaining 12 leveling inserts 
into the left side of the left transmitter group and the 
left side of the high level radio modulator cabinet. In- 
sert 14 plug buttons (item 17 on figure 3--25) in the 
leveling inserts. Insert 14 plug buttons (item 15 on fig- 
ure 3—25) in the holes of the right side of the. right 
transmitter group, high voltage power supply cabinet 
and mounting. 

(4) TRANSMITTER COUPLER CU-402/SRT.— 
After a suitable location has been found according to 
paragraph 2a(2) of this section, the only procedure re- 
quired to mount the Transmitter Coupler CU-402/SRT 
is to prepare four mounting holes on the bulkhead in ac- 
cordance with the mounting centers as specified on the 
Outline Drawing, figure 3—27, and fasten the unit to 
the bulkhead with the required bolts. 

6. ANTENNA TUNING . EQUIPMENT.—Outline 
Drawings, figures 3—28 and 3—29, for the Antenna 
Coupler CU-372/SRT and Radio Frequency Tuner TN- 
229/SRT respectively, provide foundation drilling plans 
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and minimum clearance requirements for mounting these 
units. Generally it will be found easier to locate the 
shock mounts on the foundation with the units removed. 
However, in certain instances of close clearance, it may 
be found easier to mount the entire unit assembled. 
There is a soft copper grounding strap in the installa- 
tion material for each unit. One end of each strap is first 
attached to the ground stud on the end of each unit. 
The other end of the strap is to be cleaned and secured 
to a clean, unpainted portion of the superstructure. 


5. WIRING THE EQUIPMENT. 


a. GENERAL.—The interstack cables used for the 
standard adjoining arrangements of the AN/SRT-15 
and the AN/SRT-16 transmitter bays are prefabricated 
at the factory and supplied with the equipment. All 
other interconnecting cables must be fabricated by the 
installing technicians, using bulk Navy cables and con- 
nectors and accessories supplied with the equipment. 

In wiring the various units of the set, the installing 
technicians should be certain that the following precau- 
tions are observed: 

(1) The internal cables of the transmitter stacks 
must clear all high-voltage points and drawer pins. 


(2) With the exception of shielded leads, all armor 
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on cables entering the transmitter stacks must be stripped 
back to the stuffing tubes. 
(3) All coaxial cables must be as short as possible 
and run clear of all hot or abrasive structures. 
(4) No sharp bends shall be made in a coaxial 
cable. The minimum bending radius of 2-1/2 inches for 
RG-54A/U must be observed. 


(5) All wires must approach terminal boards di- 
rectly, without undue looping. 


If the procedure outlined in the assembly section has 
been followed, the trasismitter group interconnecting 
cables have already been stripped of armor and sheath, 
laced together and fed into their respective cabinets. The 
interconnecting wiring diagrams and following text 
should be used as a guide in completing the wiring of 
the individual cabinets. 


b. TRANSMITTER BAY. 


(1) TRANSMITTER GROUP CABINETS.—The 
majority of the cables terminating in this unit are con- 
nected to the terminal board assembly on the floor of 
the cabinet. This assembly comprises seven terminal 
boards, E-601 through E-G607, arranged in numerical 
order from front to rear on the cabinet floor. The entire 
assembly is covered by a metal plate designed to protect 
the connecting wires from abrasion or accidental con- 
tact. The last terminal board, E-608, is located on the 
lower left side of the cabinet frame to the left of E-607. 
All terminal boards are easily accessible if the two lowest 
drawers (medium voltage power supply and low voltage 
power supply) are removed from the cabinet. 


Remove the metal plate covering the terminal boards, 
E-601 through E-607. In an AN/SRT-14 or AN/SRT- 
15 installation, all interstack cables terminating on the 
cabinet floor should run from the cable slot at the left 
rear of the cabinet floor, and then forward along the 
left side of the terminal board assembly, and branch off 
along the front of the terminal boards to which they 
are connected. The incoming cables run from the cable 
slot at the left rear of the cabinet floor forward along 
the left side of the terminal board assembly and branch 
off along the front of the terminal boards to which they 
are connected. In an AN/SRT-16 installation, both in- 
terstack and incoming cables that terminate on the cab- 
inet floor enter through the cable entry at the rear right 
of the cabinet floor. These conductors should run across 
the floor of the cabinet, behind the terminal board, 
E-607, and then forward along the left side of the ter- 
minal board assembly and branch off along the front of 
the terminal boards to which they are connected. Using 
the applicable Interconnecting Cabling Diagram (figure 
3—30, 3—31, or 3—32), sort out the conductors accord- 
ing to the terminals to which they connect. As sorting 
is done, a cross reference list, showing the insulation 
color code against the wire number designated on the 
Interconnecting Cabling Diagram for each conductor 
of each incoming cable, should be made. Trim the length 
and remove enough insulation from the end of each 
conductor to expose sufficient bare conductor for a se- 
cure connection and attach the terminal lugs (the pre- 
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fabricated interstack cables are completely assembled 
with terminal lugs and marker bands for each conduc- 
tor). Replace the metal plate after all connections have 
been made to terminal boards E-601 through E-607. 

The two connections to terminal board E-608 have 
been brought into the cabinet at the location of E-608. 
Remove the cover on E-608 to make the connection. If 
the prefabricated interstack cables are used, the shields 
on the individual conductors are terminated in ring ter- 
minals that should be grounded to the screw provided 
below the terminal board. If RG-54A/U cable is used, 
in place of the prefabricated interstack cable, remove the 
last three inches of jacket from the cable. Make a hole 
in the shielding at the point where it leaves the jacket 
by pushing the individual strand of the braid to each 
side. Taking care to avoid damage to the insulation, 
insert a small screwdriver between the shield and the 
insulated conductor and pull the insulated conductor 
out through the hole in the shield. Remove sufficient in- 
sulation from the end of the conductor and attach lugs 
to the conductor and to the shield and connect each as 
specified on the Interconnecting Cabling Diagram. Re- 
place the cover on E-608 after the connections have been 
made. On an AN/SRT-14 there is no external connec- 
tion to this terminal board. 


The connections to the r-f output connectors, P-609 
and P-610, should have been made at the time of as- 
sembly (paragraph 4a). 

In an AN/SRT-—14 transmitter bay installation, two 
jumpers are required: one on E-606 and the other on 
E-608. On E-606 place a jumper between terminals 76 
and 77, using SRIR-1-1/2(7)-18 hook-up wire. On 
E-608 place a jumper between terminals 1 and 2, using 
SRHV:-2-1/2(19)-16 high-voltage hook-up wire. 


(2) MOUNTING—The connections in the mount- 
ing should have been made at the time of assembly 
(paragraph 42). 

(3) RADIO MODULATOR-POWER SUPPLY.— 
The terminal boards of the high voltage power supply 
section of the booster are all located on the floor of the 
cabinet, with the exception of the high-voltage terminal 
boards, which are on the rear left of the cabinet frame. 
The three terminal boards on the floor are numbered 
E-1401, E-1402, and E-1410, with the high-voltage ter- 
minal board numbered E-1404. The high level radio 
modulator cabinet contains three terminal boards. Of 
these, the first two terminal boards, E-1406 and E-1407, 
are located on the floor of the cabinet, arranged in nu- 


-merical order from front to rear. The high-voltage ter- 


minal board, E-1408, is mounted on the rear left of the 
cabinet frame. 


In the high voltage power supply cabinet the three- 
phase power cable enters the cabinet through the cable 
hole in the left rear of the cabinet; the interstack cables 
that terminate on terminal boards E-1401 and E-1402 
enter through the cable entry at the rear right of the 
cabinet. The interstack cable to terminal board E-1404 
enters the cabinet at the location of E-1404. Remove the 
plate covering the terminal boards on the cabinet floor 
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and the cover on E-1404. Run the three-phase power 
cable across the rear of the cabinet, and then down the 
right side of the cabinet, through the cable clamp, to 
E-1410. Tighten the clamp and prepare the conductors 
and connect in the same manner as described in para- 
graph 56(1). Run the interstack cables terminating at 
E-1401 and E-1402 forward along the right side of the 
terminal boards branching off along the front of the 
terminal boards to which they connect. These cables are 
fully prepared and need only to be connected to the 
correct terminals according to the applicable Intercon- 
necting Cabling Diagram. The connections made to 
E-1404 are made as described for E-608 in paragraph 
5b(1). Replace the covers after connections are made. 

In the high level radio modulator cabinet the inter- 
stack cables are wired in the same manner as prescribed 
for the high voltage power supply, with the interstack 
cables, terminating at terminal boards E-1406 and 
E-1407, entering through the cable entry at the rear 
right of the cabinet, and the interstack cables, terminat- 
ing at E-1408, entering the cabinet at the location of 
E-1408. 


(4) TRANSMITTER COUPLER.—There are three 
interconnecting cable assemblies required to intercon- 
nect the transmitter coupler with both the transmitter 
group and the antenna tuning equipment. (See the three 
Interconnecting Cabling Diagrams, figures 3—30, 3—31, 
and 3—32.) One assembly, terminating with P-3315, is 
supplied with the installation material. The end termina- 
ting in the transmitting group cabinet has already been 
connected (paragraph 5b). The r-f coaxial cable, inter- 
connecting the transmitter coupler with the transmitter 
group, is made from RG-8/U bulk Navy cable. The 
transmitting group end of this cable has already been 
connected (paragraph 4a). An RG-21B/U connector, 
P-3314, which is found in the installation materials, is 
assembled to the other end according to the procedure 
shown on figure 3—12. The remaining interconnecting 
cable is prepared from RG-18/U bulk Navy cable. The 
end terminating at the transmitter coupler is assembled 
to a UG-167A/U connector, P-3308, found in the instal- 
lation materials, according to the procedure detailed on 
figure 3—14. The wiring of the antenna tuning equip- 
ment (paragraph 5c) covers the connections to the other 
end of this cable. The interconnections to the transmit- 
ter coupler can now be made by mating the connectors 
with the appropriate receptacle on the transmitter cou- 
pler as follows: 


(2) Mate P-3315 with J-3303. 
(6) Mate P-3308 with J-3202. 
(c) Mate P-3314 with J-3201. 

c. ANTENNA TUNING EQUIPMENT.—The inter- 
connection of the two components of the antenna tuning 
equipment, Antenna Coupler CU-372/SRT and Radio 
Frequency Tuner TN-229/SRT, with each other, with 
the transmitter group, and with the antenna standoff 
are made by a set of cable assemblies made from con- 


nectors supplied with the installation material and bulk 
cable taken from Navy stores. Table 3—5 shows the con- 
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nectors and cable type for each assembly. The Inter- 
connecting Cabling Diagrams (figure 3—30, 3—31, or 
3—32) state the critical cable lengths involved. Assem- 
ble the UG-154/U connectors according to figure 3—15 
and assemble the adapter (CBTL A-2011254) according 
to figure 3—16. For the multiconductor cable, follow 
both figure 3—33 and the applicable Interconnecting 
Cabling Diagram. The cables interconnecting to the 
transmitter group already have the transmitter group end 
connected (paragraph 5b(1)). Use the color code cross 
reference list prepared when these cables were connected 
to the transmitter group to insure that the connections 
to the multiconductor connectors will agree with the wire 
numbers as shown in the Interconnecting Cabling Dia- 
gram. When preparing an assembly where both ends of 
the cable terminate in multiconductor connectors, color 
code cross references should be prepared to. insure that 
each conductor terminates on the same lettered contact 
on each end. 


With regard to the interconnecting cables between the 
transmitter bay location and the antenna tuning equip- 
ment, assemblies should be prepared after the cables 
have been run. After all assemblies have been completed, 
mate the cable connectors to the correct receptacles on 
the antenna tuning equipment according to table 3—5. 


d. REMOTE RADIOPHONE UNIT.—The Intercon- 
necting Cabling Diagrams (figure 3—30, 3—31, or 3—32) 
show the interconnections between the transmitter group 
and the remote radiophone unit. The transmitter group 
end of these connections has been prepared (paragraph 
56(1)). The other end should be prepared with ring ter- 
minals for connections to the terminal board of the 
radiophone unit. Again, a color code cross reference to 
wire numbers will prove helpful in establishing the cor- 
rect point-to-point connections. When a large number of 
equipments are installed, it may be necessary to connect 
the radiophone unit to a patch panel instead of running 
a direct line to the transmitter group. 


6. MAIN TEST CABLE ASSEMBLY. 

Although the rail and slide mechanisms, employed in 
the Transmitter Group OA-684/SRT and the Radio 
Modulator-Power Supply OA-685/SRT, permit the 
chassis of each major unit to be drawn out to give access 
to the rearmost part of the chassis, there will be circum- 
stances where it will be more practical for purposes of 
maintenance to withdraw a chassis completely from a 
cabinet. For such situations a test cable must be used to 
interconnect the unit on a test bench to the cabinet in 
which it is normally connected, for purposes of supply- 
ing all of the normal voltages and signals required to en- 
ergize the unit being tested. 

This main test cable should be assembled at the time 
of installation of the equipment, prior to the initial 
operation, so that the cable will be available for use if 
the initial check and operation show that corrective 
maintenance will be required. All the connections, 
mounting, hardware, etc., required for the preparation 
of this cable are supplied packed in with the installation 


3-25 


3 Section 
Paragraph 6 


NAVSHIPS 92121(A) 
AN/SRT-1%, 14A, 15, 15A, 16, 16A 


TABLE 3—5. ANTENNA TUNING EQUIPMENT CONNECTOR ASSEMBLIES 


ASSEMBLY MATES CONNECTOR 
DESIGNATION WITH TYPE 
J-3502 BENDIX 
ANT. 10-64632-8S 
COUP. 
J-3504 BENDIX 
ANT. 10-64624-28S 
COUP. 
P-3303 J-3503 BENDIX 
10-64624-28P 
P-3304 BENDIX 
10-64632-8P 
P-3305 BENDIX 
10-64624-28S 
P-3306 BENDIX 
10-6463 2-8S 
| P-3307 UG-154/U 
P-3308 UG-167A/U 
P-3309 J-3505 UG-154/U 
ANT. 
COUP. 
P-3310 J-303 UG-154/U 
R-F 
TUNER 
P-3311 W-3502 CBTL 
ANT. A-2011254 
COUP. 
P-3312 W-301 CBTL 
R-F A-2011254 
TUNER 


material. The cable wires required are to be supplied by 
the Navy at the installation site. 

Upon opening the carton containing the cable compo- 
nents, a shipping list drawing (drawing No. NL-901 
579-1) and a set of seven other drawings providing as- 
sembly information will be found as outlined in table 
3-6. 

The following assembly procedures have direct re- 
ferences to the above drawings and will contain only as 
much information as is required to supplement and co- 
ordinate the information found on the drawings. 

a. PREPARATION OF CABLE.—There are 56 con- 
ductors required for the test cable. Drawing NL-901 
061-1 is a complete specification for a manufactured 
cable and can be used as a guide. Paragraph 4.4 of this 
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INSTALLATION 
CABLE CABLE 
USED TERMINATION 
ACCESSORIES WITH AT OTHER END 
BENDIX MHFA-24 TRANS. GROUP 
10-35952-321 E-603 through 
E-607 
BENDIX MSCA-19 TRANS. GROUP 


10-35952-244 E-602, E-604, 


E-605, E-606 


BENDIX 
10-35952-244 


MSCA-19 


BENDIX 
10-35952-321 


BENDIX 
10-35952-244 


BENDIX 
10-35952-321 


RG-18/U P-3308 
RG-18/U P-3307 


RG-18/U P-3309 


RG-17/U 
1st Extrusion 


P-3312 


RG-17/U 
1st Extrusion 


P-3311 


specification lists the quantity, sizes, and color codes of: 
the wires required. The specification states that the cable 
be eight feet long, which length is not critical. 


Note 


Substitute color coding may be used. However, 
a cross reference list will be required between 
the chosen color code and the one appearing in 
drawing NL-901061-1, as the wiring diagram 
and cable harness drawings are prepared based 
on the color code given in NL-901601-1. 


Take cable harness drawing NL-901194-14 and divide 
sheet 1 into two parts by cutting vertically through the 
drawing where the cable is shown broken. Tack the two 
portions of this drawing on a board so that the distance 
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TABLE 3—6. MAIN TEST CABLE 
ASSEMBLY DRAWINGS 


NL-901061-1 


Preliminary Specification for 56- 
conductor Cable 


Main Test Cable Assembly (SRT) 


NL-901192-29 


NL-901193-14 Wiring Diagram — 56-conductor 


Test Cable 


56-conductor Test Cable — Cable 
Harness 


NL-901194-14 


NL-95055-1 Cable Assembly Instructions for 


BNC Connectors 


NL-9007 11-1 Cable Assembly Instruction — Type 


N Connectors 


NL-983357-1 Specification for Grounding Shielded 


Wire 


General Specification for Wiring 


NL-983346-1 
: Diagram and Cable Drawings 


between the pins is about 22 inches shorter than the 
length cut for the wires. For instance, if the length of 
wire cut is nine feet, then the two portions of the draw- 
ing should be separated so that the dimensions between 
the location of the pins is 86 inches (disregard the 96- 
inch dimension shown on the drawing). This now con- 
stitutes a template for making the cable. 


Using sheets 2 and 3 of NL-901194 as a guide, lay in 
the individual wires on the template. For instance, wire 
No. 1 starts at station #1 on the left side and runs to 
station #¢35 on the right side, the excess of length being 
cut off at station #35. At station #1, the symbol 6W 
appears, which denotes that there are six wires that begin 
at station #1 and the running list (sheets 2 and 3) show 
that these are wires Nos. 1, 3, 4, 6, 7, and 8. Wire #42 
is a shielded wire, whose conductor portion starts at sta- 
tion #2 and terminates at station #36. In accordance 
with note 4 on sheet 1 the shield on this wire terminates 
at point “A” on the left side and point “N” on the right 
side. At point “A” a grounding lead is attached to the 
shield in accordance with drawing NL-983357-1, figure 
1, using ferrules according to table ‘A of the cable har- 
ness drawing NL-901194-14 sheet 1 (item numbers of 
ferrules referred to on table A are those items shown on 
NL-901194-14 sheet 4 that correspond to items 29 
through 33 on the shipping list drawing (NL-901579- 
1)). This grounding lead (wire No. 2A) is then ter- 
minated at station #3. Run ali remaining conductors 
and grounding leads in a similar manner as described 
above. 


After all wires have been run, lace together the wires 
running between the pins. Prepare the ends of all the 
conductors except the three coaxial cables in accordance 
with notes 5, 7, and 8 of drawing NL-901194-14 sheet 1. 
Remove the cable from the harness and either wrap the 
portion that was between the pins with electrical insula- 
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ting tape or enclose this portion of the cable in a vinyl 
tubing of appropriate diameter (approximately 1 inch). 


b. PREPARATION OF CONNECTOR ASSEM- 
BLIES.—There are two connector assemblies to be pre- 
pared for connection to either end of the cable. Main 
Test Cable Assembly (SRT) drawing NL-901192-29 
shows the over-all assembly of the cable and the two 
connector assemblies. The various individual items going 
to make up the assemblies are identified on their con- 
tainers by the item numbers appearing on the shipping 
list drawing NL-901579-1. Table 3-7 is a cross reference 
list between item numbers on the shipping list, NL-90 
1579-1, and item numbers on the assembly drawing, 
NL-901192-29. 


In the assembly procedure that follows, item num- 
bers referred to are those on the assembly drawing, NL- 
901192-29, unless otherwise noted. 


First assemble the box connector (item 10) and the 
washer (item 29) to the plate (item 3), and thread the 
cable clamp (item 9) on the box connector. Assemble 
the three Amphenol Blue Ribbon receptacles (item 14) 
to the plate with the appropriate hardware. 


Note 


To mount the end Amphenol receptacle, use 
tapped spacer (item 7) instead of nut (item 


Mount terminal plate (item 11) and tapped spacer 
(item 34) to the plate. Mount the insulator (item 5) 
to the cover assembly (item 4), but do not mount the 
cover assembly to the plate at this time. 


Assemble the other box connector (item 10) and 
washer (item 29) to the box (item 1) and thread the 
cable clamp (item 9) on the box connector. Mount the 
spring (item 6) to the box. Assemble the three Am- 
phenol Blue Ribbon plugs (item 13) to the box. Assem- 
ble the two chassis connectors (item 15) and the two 
jack assemblies (item 16) to the box. Mount the termi- 
nal plate (item 11) and tapped spacer (item 38) to the 
box. 


c. WIRING AND FINAL ASSEMBLY.—The pre- 
pared cable and the two connector assemblies are ready 
to be united into the final test cable assembly. 


Take the end of the cable that has the seven wires (in- 
cluding three coaxial leads) that extend beyond the 
other wires and feed this end through the cable clamp 
and box connector mounted in the plate (item 3). Pass 
the cable through the box connector until the covering 
on the cable protrudes 1/4 inch beyond the face of the 
box connector, and then tighten the cable clamp. Feed 
the seven wires that extend beyond the others through 
the cable clamp (item 33), and then mount the clamp 
on the plate. Take lengths of black fiberglas sleeving 
(item 35 on the shipping list NL-901579-1) and cut into 
lengths of 1/2 inch. Slip a piece of sleeving over the end 
of each wire, except the seven long wires, and push the 
sleeving back on each wire so that the tinned end of each 
wire is clear of the sleeving. Using the wiring diagram, 
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TABLE 3—7. MAIN TEST CABLE ASSEMBLY .. 
CROSS REFERENCE LIST 


ITEM NO. ON 
NL-901192-29 
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ITEM NO. ON 


NL-901579-1 


DESCRIPTION 


Box (Marking) 
Cover 

Plate (Marking) 
Cover Assembly 
Insulator 

Spring 

Spacer 

Cable Clamp 
Box Connector 
Terminal Plate 


Plug-Amphenol Blue Rib- 
bon Connector 


Receptacle-Amphenol Blue 
Ribbon Connector 


Chassis Connector 

Jack Assembly 

Screw — No. 4-40 x 5/16 lg 
Screw — No. 4-40 x 1/4 lg 
Screw — No. 4-40 x 3/8 lg 
Lock washer — No. 4 split 
Nut — No. 4-40 hex 
Screw — No. 6-32 x 5/16 lg 
Lock washer — No. 6 split 
Nut — No. 6-32 hex 
Washer — No. 4 flat 
Washer 


Screw — No. 3-56 NF-2 
x 1/4 lg 


Lock washer — No. 3 split 
Nut — No. 4-40 hex 
Cable Clamp 


Tapped spacer, 1/4 x 5/8 
lg, 6-32 tap 


Tapped spacer, 1/4 x 3/4 
lg, 6-32 tap 


Connector, Plug 
Connector, Panel Jack 


Connector, Plug, Right 
Angle 


Connector, Panel Jack 
Cap, Plate 
Cap, Plate 


NL-901193-14, as a guide, first cut and mount the two 


_terminal straps (item 34 on the shipping list NL- 


901579-1), and then make all electrical connections on 
the plate end of the cable. P-3610 and P-3611 (item 41) 
and P-3612 and P-3613 (item 42) are plate caps. After 
all connections have been made, push the lengths of 
sleeving down to insulate the connections. Attach marker 
bands as per the wiring diagram, NL-901193-14. Mount 
the cover assembly (item 4) to the plate (item 3). 


Take the other end of the cable and feed it through 
the cable clamp and box connector mounted on the box 
(item 1). Pass the cable through the box connector until 
the covering on the cable protrudes 1/4 inch beyond the 
face of the box connector and. then tighten the cable 
clamp. Slip a piece of sleeving over the end of each wire 
terminating on the Amphenol Blue Ribbon plugs. Using 
the wiring diagram as guide, first cut and mount the 
two terminal straps, and then make all electrical con- 
nections on the box end of the cable. After connections 
to the Amphenol Blue Ribbon plugs have been made 
push the lengths of sleeving down to insulate the con- 
nections. When wiring and assembling the two panel 
jack connectors (item 38) to the two small coaxial 
cables, a voltmeter or buzzer check should be made to 
the connectors at the other end of.‘these cables to de- 
termine which of the connectors is J-3605 and which is 
J-3606 (J-3605 is connected to coaxial cable that has 
P-3608 at its other end and J-3606 is connected to 
coaxial cable that has P-3607 at its other end). Mount 
the three panel jack connectors, J-3605, J-3606, and 
J-3607, to the box. Mount the cover (item 2) to the box. 


7. INITIAL ADJUSTMENTS. 


a. GENERAL.—After the mechanical installation has 
been completed and all cables properly installed and 
connected, a series of initial checks and adjustments 
should be made when energizing the equipment for the 
first time. Although the equipment may have been 
previously calibrated and checked, the procedure below 
will reduce difficulties arising from handling in transit, 
installation variations, or replacement of critical vacuum 
tubes. The procedure includes power input adjustments, 
installation of tubes and fuses, a complete visual inspec- 
tion, insertion of components, and trial tuning, in the 
order mentioned. 

b. POWER INPUT ADJUSTMENTS.—The trans- 
mitter group components of the AN/SRT-14, 15 and 
16 are designed for primary power of 110 volts, 60 
cycles, single phase only. However, the booster compo- 


nents of an AN/SRT-15 and 16 may be operated from 


a primary power source of either 220 volts or 440 volts, 
60 cycles, three phase. The equipment is normally ship- 
ped with all booster links set for 440-volt operation. 
Using figure 3-17 as a guide, set these link connections 
on E-1603 (high level radio modulator) and on E-1503, 
E-1504, and T-1504 (high voltage power supply), ac- 
cording to the primary power being used. The antenna 
tuning equipment receives its primary power from the 
transmitter group, which is 110 volts, 60 cycles, single 
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( AN/SRT- 15 TRANSMITTER BAYS * 
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MT = MT - 1423/SRT T= OA-684/SRT B=OA-685/SRT (RADIO MODULATOR~- POWER SUPPLY) 
MD = MD-230/SRT PP= 1O96/SRT 


% IN AN/SRT-15 AND 16 ARRANGEMENTS, POSITIONS OF RIGHT 
AND LEFT-HAND STACKS MAY BE INTERCHANGED. 


Figure 3—11. Typical Transmitter Bay Arrangements 
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phase. Figures 3—34, 3—35, and 3—36 are the Primary 
Power Distribution Diagrams for all components of the 
AN/SRT-14, 15 and 16. 


c. CHECKING INDIVIDUAL COMPONENTS.— 
The tubes for the transmitter bay are normally shipped 
installed in place in the various major units. Whenever 
possible, check each tube with a tube tester, then replace 
each tube in its socket, replacing any that may have been 
found to be defective. Consult Section 5 of this instruc- 
tion book for the exact location of each tube. Special 
care should be taken in installing V-1304, type 4-400A 
power amplifier tube, in the radio frequency amplifier. 
Refer to paragraph 3¢(2) of Section 5 for the correct 
handling procedure for V-1304. 


In addition to V-1304, the two tubes in the high level 
radio modulator, V-1601 and V-1602, are packed sepa- 
rately. To install these tubes, first remove the two tube 
clamps (see figure 3—18) by loosening the two 310-32 
binding-head machine screws mounting each clamp to 
the right side panel of the high level radio modulator. 
Insert the tubes into the two tube sockets, XV-1601 and 
XV-1602. Replace the two tube clamps and tighten the 
#£10-32 screws. Connect the lead coming through the 
front grommet to V-1601 by placing the clip on the end 
of the lead on the plate cap of V-1601. In a similar man- 
ner, connect the lead coming through the rear grommet 
to V-1602. 


Using table 5—G6 as a guide, check and replace all 
fuses in their proper places. The fuses normally supplied 
for the high voltage power supply in an AN—/SRT-15 
or 16 (F-1501 through F-1505) are those required for 
operation with 440-volt, three-phase primary power. If 
the primary power to be used is 220 volts, three phase, 
fuses F-1506 through F-1510 (6.25 amp each) must be 
drawn from Navy stocks and installed in place of F-1501 
through F-1505. 

Make a complete visual check of all aspects of each 
drawer of the transmitter bay. Check carefully for 
broken parts, loose wires, bent or damaged contacts, 
loose connectors, or any similar damage that may have 
occurred either in transit or in the process of installation. 

After the visual check is completed, return all units 
of the Transmitter Group OA--684/SRT to the transmit- 
ter group cabinet, mating the connectors of the cabinet 
wiring to the corresponding connectors on the units. In 
a similar manner, return units of Radio Modulator-Power 
Supply OA--685/SRT (booster) (AN/SRT-15 and 16 
only) to their respective cabinets. 


CAUTION 


When replacing the units in the cabinets, re- 
place the retaining screws in the side rails. 


d. TRIAL OPERATION. 


(1) TRANSMITTER BAY.—Before energizing the- 


transmitter bay for the first time, the r-f connection to 
the Transmitter Coupler CU--402/SRT should be broken 
and an external 50-ohm characteristic impedance, 600- 
watt dummy load, DA-91/U or equivalent, should be 
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substituted as a load to the radio frequency amplifier 
output. This is accomplished by disconnecting P-3314 on 
the RG-8/U cable from J-3201 on the transmitter coupler 
and. coupling the dummy load to P-3314. 


Note 


The following trial operation procedures will 
designate the indications to note when the 
equipment is functioning properly. If, at any 
step in the operation, the proper indication 
is not found, reference to Section 7 of the in- 
struction book should be made for correction 
of trouble. 


After primary power has been applied to the equip- 
ment, the first indication of normal operation is that 
the three HEATER ON indicators on the radio fre- 
quency oscillator should come on, indicating that 
heaters in the three critical oscillator circuits in the 
radio frequency oscillator are energized. Allow a min- 
imum of one hour after the heaters are first energized 
before the first step in the trial operation takes place 
to allow these critical circuits to reach the ambient tem- 
perature at which they are designed to work. 

(2) 100-WATT OPERATION.—The transmit- 
ter group may now be enersized. Throw the low voltage 
power supply EMERGENCY SWITCH @ to the ON 
position. Set STANDBY-OPERATE switch @ in the 
STANDBY position. Depress the START push button 
of the MAIN POWER switch @. Listen for the sound 
of the blower in the radio frequency amplifier. The 
MAIN POWER indicator light on the low voltage pow- 
et supply and 250 V.P.S. on the low level radio modu- 
lator should be lit at this time. The low voltage power 
supply has an approximate 25- to 30-second time delay, 
after which the TIME DELAY, the +250 V and —220 
V indicator lights on the low voltage power supply and 
the 100 W-READY indicator on the radio frequency 
amplifier should come on. Listen for the blower motors 
in the mounting at this time. 

Open the door on the radio frequency oscillator cover- 
ing the nine frequency selection knobs. Set the knobs 
for a frequency of 0.3 mc according to instructions on 
the panel under the tuning knobs. Set the BAND- 
SWITCH © to the proper band setting. Set the TUNE 
IPA control @), the TUNE PA control (), and the EX- 
CITATION @ at their maximum clockwise setting. Place 
STANDBY-OPERATE switch @) in OPERATE and set 
the SERVICE SELECTOR @) on the low level radio 
modulator to the HAND position. Set LOCAL-REM 
switch on the low level radio modulator at LOCAL. 
The following indicators should light at this time: 500 
V PRI, 500 V OUTPUT and 1300 V OUTPUT on the 
medium voltage power supply; -+300 V on the low volt- 
age power supply and the 100 W-ON on the radio fre- 
quency amplifier. Throw the TEST KEY () on the low 
level radio modulator to its locking position. With the 
VOLTMETER-METER SELECTOR @) on the radio 
frequency amplifier in the RF IN position, the VOLT- 
METER should read a minimum of 2 volts. If the read- 
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METAL RUBBER 
NUT WASHER GASKET SLEEVE FEMALE CONTACT 


\— SLEEVE ASSEMBLY —% 


NUT - JACKET 


SHIELDING BRAID 


1. SLIDE NUT OVER CABLE. CUT OFF END OF CABLE 
SQUARE AND EVEN. CUT OFF JACKET | INCH FROM END, 
BEING CAREEUL NOT TO NICK SHIELDING BRAID. 


DIELECTRIC CONDUCTOR 


2. TURN BACK SHIELDING BRAID. CUT OFF 1/4 INCH 
OF INNER DIELECTRIC. DO NOT NICK CENTER CONDUC- 
TOR. 


yp SLEEVE SHOULDER 


3. PULL SHIELDING BRAID FORWARD AND TAPER TOWARD 
CENTER CONDUCTOR. SLIDE SLEEVE ASSEMBLY OVER 
sTAPERED SHIELDING BRAID UNTIL INNER SHOULDER OF 
SLEEVE FITS SQUARELY AGAINST END OF JACKET. 


‘ty 


rae 


PLUG BODY 


4. WITH SLEEVE IN PLACE, UNBRAID SHIELDING AND 
FOLD BACK ON SLEEVE WITHOUT WIRES CROSSING EACH 
OTHER. TRIM SHIELDING BRAID SO THAT NO WIRE WILL 
TOUCH SLEEVE SHOULDER. CUT INNER DIELECTRIC 
EVENLY 5/32 INCH FROM SHIELDING BRAID, BEING CARE- 
FUL NOT TO NICK CENTER CONDUCTOR. CUT OFF CEN- 
TER CONDUCTOR 3/16 INCH FROM END OF INNER DiELEC- 
TRIC. 


BE SURE THERE IS NO GAP 
BETWEEN THE iNNER DIELEC- 
TRIC AND FEMALE CONTACT 


FEMALE 
CONTACT 


5. TIN INSIDE HOLE OF FEMALE CONTACT AND CENTER 
CONDUCTOR OF CABLE. SLIP FEMALE CONTACT OVER 


CENTER CONDUCTOR AND SOLDER. REMOVE EXCESS 
SOLDER. BE SURE INNER DIELECTRIC IS NOT HEATED 


EXCESSIVELY AND DEFORMED SO AS TO PREVENT IT 
FROMENTERING JACK BODY. 


FINAL ASSEMBLY 


JACK BODY 


SS IN ES 
NOSSS34-7 


6. PUSH CABLE INTO BODY AS FAR AS IT WILL GO. SLIDE 
NUT TOWARD BODY AND SCREW INTO PLACE UNTIL MOD- 
ERATELY TIGHT. HOLD CABLE AND BODY RIGIDLY AND 
TIGHTEN NUT WITH WRENCH. 0O NOT ALLOW CABLE OR i 
BODY TO ROTATE. : : 


Figure 3—12. Assembly of UG—21B/U or UG—23B/U Connector on RG—8/U Coaxial Cable 
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ing exceeds 5 volts, adjust the EXCITATION control 
@ to reduce the reading to 5 volts. Set the PA-METER 
SELECTOR @) to I.; position and tune the TUNE IPA 
control counterclockwise until a peak on the PA 
CURRENT meter is reached. Continue to tune counter- 
clockwise to see if a second peak is recorded on the 
meter. If there is a second peak set the control at 
this point but if there is no second peak, return the 
control to the position of the first peak. Regulate 
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the TUNE PA control (@) in the same manner, using 
the ANT CURRENT meter as an indicator of tuning 
peaks. 


This completes a trial operation at the 100-watt level. 
However, for a complete test of the transmitter group, 
a frequency in each of the other five tuning bands 
should be set up and the equipment returned to each 
(for instance, 1 mc, 6 mc, 10 mc; 18 mc, and 26 mc). 


AN/SRT-15 


ANGLE IRON 


CABLE CLAMP 


—— oo ——J 
\ 
Sass. 
De ny 
TO ine it it 
E-702 CABLE "B" E-702 CABLE “B" 
AN/SRT-16 
CABLE “N"™ CABLE “Nn” CABLE "L” 


GUSSETT 
ENTRIES 


CABLE"A* 


it 
Sat 


i oe 


E-702 CABLE "mM" 


ptinadcmeneemty 


ne ae, ee 2S ee eae ee wee ET GD IME | 


p4 


E-702 


Figure 3—13. Installing E-702 Cables 
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Note 
the highest frequency (26 mc) is obtained 


by setting the knobs to 25.9999910, with the 
10 ~ knob € set to the 10 position. 


After the 6-mc tuning has been completed, the read- 
ings on all positions of the VOLTMETER, IPA CUR- 
RENT, PA CURRENT, and ANT CURRENT meters 
should be checked against the list of typical readings 
given in the 100-watt column of table 3—8. 


TABLE 3—8. TYPICAL METER READINGS AT 6 
MC, HAND, KEY DOWN 
METER POSITION 


100 WATTS 500 WATTS 


*Depends upon the setting of the EXCITATION control. 


If any difficulty is encountered in tuning to any of 
the above trial frequencies, first check the radio fre- 
quency oscillator drawer. This unit contains a number 
of tubes that are critical. If any of these tubes have 
been replaced in the tube testing procedure (paragraph 
5c), it may be necessary to readjust the associated cir- 
cuits according to the procedures given in table 3—9. 
If adjustments are required, the tuning procedures 
should be repeated for the transmitter group. 


TABLE 3—9. CRITICAL RADIO FREQUENCY 
OSCILLATOR ADJUSTMENTS 


REPLACED 


COMPONENTS REQUIRED ADJUSTMENT PROCEDURES 


UNIT 1 With the transmitter in ‘stand-by’, allow 
V-2001 crystal ovens to cycle for at least one 
(5654) hour. Tune a receiver (type RBB or 
Y-2001 equivalent) to 2.5 mc with BFO turned 
(XTAL) off. Connect the leg of a type ‘“‘T” 
BNE connector to the 100 KC X-TAL 
receptacle on the RFO front panel. 
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REPLACED 
COMPONENTS 


UNIT 1 


V-2001 
(5654) 
Y2001 
(XTAL) 
(cont'd) 


UNIT 6 
V-2203 
(5725) 

V-2204 
(5654) 

V-2205 
(GAKG) 


Section 3 


Connect a coaxial cable to one arm of 
the ‘“*T’’? connector and terminate the 
other end of this cable at the receiver 
antenna input. Connect a _ receiving 
antenna, with a variable attenuator in 
series, to the other arm of the ‘““T”’ con- 
nector. Adjust the attenuator so that 
the signal from WWYV is at the same level 
as the 25th harmonic of unit 1 output. 
Adjust L-2001 on unit 1 for a zero beat 
indication. This indication should be 
observed aurally through the receiver 
speaker and visually by the indication 
on the OUTPUT meter of the receiver. 
The indicator onthe OUTPUT meter will 
oscillate about the null; the frequency 
of this oscillation is the beat frequency. 
At high beat frequencies the indicator 
cannot respond and will remain at the 
null position. As the zero beat is ap- 
proached, the indicator on the OUT- 
PUT meter will start to oscillate rapidly. 
Then as tuning towards the zero beat is 
continued, the oscillation slows down 
until the zero beat is reached, at which 
point the indicator rests at the null 
position. 


Note 


Perform the above adjustment only 
when WWYV is not modulating. 


Check the interpolation oscillator, oper- 
ating at 100 kc, against the crystal oscil- 
lator as follows: Set KC knob @0, the 
100 knob 69, and the 10 knob € at 9, 
9, and 10 respectively. Energize the 
equipment. Set the ZERO ADJ. con- 
trol @ to the INT. OSC. position and, 
with a screwdriver, adjust the INT. 
OSC. ZERO ADJ. control, located on 
the same panel as the frequency selec- 
tion knobs, so that the shadow angle 
on the ZERO BEAT INDICATOR 
reaches zero beat. 


Adjust C-221© as follows: Place 10 KC 
knob @) at 9. Connect 10 KC STEP 
oscilloscope test jack on the radio fre- 
quency oscillator to horizontal input of 
an oscilloscope OS-8;'U (or equivalent). 
Connect the 100 KC X-TAL test jack 
to the vertical input of the oscilloscope. 
Rotate C-2219 clockwise until the 
pattern on the oscilloscope drops out 
of synchronization. Rotate C-2219 
counterclockwise until the pattern just 
locks in, and mark this spot on the 
chassis. Continue to rotate C-2219 
counterclockwise until pattern again 
drops out of synchronization. Then 
rotate C-2219 clockwise until pattern 
just locks in again and mark this point 
on the chassis. Finally, set C-2219 
midway between the two marks. 
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TABLE 3—9. CRITICAL RADIO FREQUENCY 
OSCILLATOR ADJUSTMENTS (Cont'd) 


REPLACED 
COMPONENTS REQUIRED ADJUSTMENT PROCEDURES 


V-2202 Adjust R-2210 as follows: Connect 10 

(12AU7) KC oscilloscope test jack on the radio 
frequency oscillator to the vertical in- 
put of an oscilloscope OS-8/U (or 
equivalent.) Connect the 100 KC 
X-TAL test jack to the horizontal input 
of the oscilloscope. Adjust R-2210 to 
obtain a 10-to-1 pattern on the scope. 
Slowly turn R-2210 counterclockwise 
until pattern drops out of lock. Mark 
this point on the chassis. Turn R-2210 
clockwise until the pattern locks in 
again. Continue turning clockwise 
until the pattern drops out of lock again. 
Turn R-2210 counterclockwise until 
pattern again locks in. Mark this point 
on the chassis. Set R-2210 midway 
between the two marks. 


UNIT 8 Adjust C-2405 and C-2406 as follows: 


V-2330 Turn 100 KC control @) to 9. Con- 
(5725) nect VI'VM, such as a ME-25A/U, to 
V-2331 J-2330 on unit 8. Adjust C-2405 and 
(5725) C-2406 for maximum meter reading. 
V-2327 Adjust C-2339, located on the top of unit 
(5725) 8, as follows: Set the 100 KC control 
V-2328 @ to 9. Connect the 100 KC STEP 
(5654) oscilloscope test jack to the horizontal 
V-2329 ‘input of an oscilloscope OS-8/U (or 


(GAKG) equivalent) and connect the 100 KC 
X-TAL test jack to the vertical input of 
this oscilloscope. A 25-to-1 pattern 
should appear. Adjust C-2339 in the 
same manner as described for C-2219 
in unit 6. 


An adjustment in the low level radio modulator may 
be affected by a tube replacement. If it is required to 
replace the keying multivibrator tube V-1017, then the 
setting of the ZERO ADJ controi, R-1096, should be 
checked. This is a screwdriver adjustment located be- 
hind the UNIT ADJUSTMENTS door on the front 
panel. First, pull out the low level radio modulator 
chassis until the rail stop is reached. “Cheat” the in- 
terlock S-1104 located on the outside of the chassis left 
side panel by pushing in the button on the switch. 
Locate and remove tube V-1018. With a test meter, 
ME-25/U or equivalent, set at the +100-volt d-c 
range, measure between pin 1 on tube socket XV-1018 
and ground. With the equipment energized and the 
TEST KEY @) operated, adjust the ZERO ADJ con- 
trol, R-1096, to obtain a reading of +25 volis on the 
meter. Restore the TEST KEY @) to its normal off 
position and change the test meter selector from plus 
to minus; the meter should now read —30 volts + 5 
volts. 

(2) 500-WATT OPERATION.—After the 100- 
watt trial operation is complete on an AN/SRT-15 or 
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16, the 500-watt trial should be made. With equipment 
energized at the 100-watt level, tune to a frequency of 
6 mc. After tuning is completed, return the STAND- 
BY-OPERATE switch @) to the STANDBY position 
and return TEST KEY @) to OFF position. 


Throw BOOSTER EMERGENCY switch 6§ to the 
ON position. After an approximate 30-second time de- 
lay, the time delay indicator should come on. Depress 
the PUSH FOR 500W push button © on the radio 
frequency amplifier. The 500 W READY indicator 
should come on. With the SERVICE SELECTOR @ 
on the low level radio modulator in the HAND posi- 
tion, place the STANDBY-OPERATE switch @) in 
OPERATE. The ¢-1, ¢-2, and ¢-3 H.V. PRIMARY 
indicator on the high voltage power supply, the 3000 
v and 350 v SCREEN indicator on the high level radio 
modulator and the 500 W-ON indicator on the radio 
frequency amplifier should come on at this time. Throw 
TEST KEY @) to KEY ON position. Check meter 
readings against those shown in table 3—8 under the 
500-watt column. If the equipment installed is an AN/ 
SRT-16, the 100-watt trial tuning should be repeated 
for the second transmitter group. 


(c) TRANSMITTER COUPLER CU-402/ 
SRT.—A trial of the Transmitter Coupler CU--402/ 
SRT (load adjusting unit) is next in sequence. For 
the 100-watt and 500-watt trials, the r-f connection 
from the transmitter bay to the load adjusting unit 
was broken and the dummy load inserted. Now dis- 
connect the dummy load from P-3314 on the RG--8/U 
interconnecting cable and reconnect P-3314 to J-3201 
on the load adjusting unit. Disconnect the r-f connec- 
tor, P-3308, on the RG—18/U interconnecting cable to 
the antenna tuning equipment from the receptacle J- 
3202 on the load adjusting unit, and connect the 
dummy load to J-3202. 


Set the INPUT TAP @ on the load adjusting unit 
to the 4 position and then energize the transmitter bay 
as described for the 100-watt trial oneration at a fre- 
quency of 6 mc (paragraph 7d(1)(a)). Adjusting the 
OUTPUT TAP @ at its various settings should cause 
different readings on the r-f ammeter. The optimum 
setting of both @ and @ should give a reading of ap- 
proximately 1.5 amp. 


(d) REMOTE CONTROL.—If the equipment 
operates correctly to this point, operation of the remote 
radiophone unit should be checked. De-energize the 
equipment by depressing the STOP button on the low 
voltage power supply. Restore the TEST KEY @ on 
the low level radio modulator to its center off position. 
Set the LOCAL-REM (®) switch on the low level radio 
modulator to REM. Depress the START button on the 
remote radiophone unit. The POWER indicator on the 
remote unit should come on together with the in- 
dicator on the transmitter group that would come on 
in the local operation when the START button on the 
low voltage power supply is depressed (paragraph 
7d(1)(a)). With STANDBY-OPERATE switch @) on 
the low voltage power supply in OPERATE and the 
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SERVICE SELECTOR (@) on the low level radio modu- 
lator in HAND, patch transmitter to L.O.P. position. 
Depressing the key should produce the same results 
at the transmitter bay as were obtained when the TEST 
KEY (@) was operated in the local trial operation (para- 
graph 7d(1)(a)). Place the SERVICE SELECTOR () 
on the low level radio modulator in the PHONE posi- 
tion. Insert a phone in the phone jack on the radio- 
phone and depress the press-to-talk switch. This should 
cause the CARRIER ON indicator on the radiophone 
to come on and should also energize a carrier at the 
transmitter bay. Depress the STOP button on the ra- 
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CABLE JACKET. TEMPORARILY SEIZE SHIELDING 
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4h 


ieee ae 


mw 4’ 
CON 
OSS To ‘onset ttl, 


BWNS ag 


Figure 3—14. Assembly of UG-167A/U Connector on RG—18/U Coaxial Cable 
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MALE CONTACT PLUG BODY 


= PLUG BOOY 
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diophone unit. This should extinguish the POWER in- 
dicator and de-energize the transmitter bay. 

Place the SERVICE SELECTOR () on the low level 
radio modulator in FSK position. Patch transmitter to 
TELETYPE position. Depress the START button on 
the control box at the TELETYPE position. Adjust 
transmitter for FSK-TT operation; see paragraph 4c. 
Place key in transmit, on the control box at the TELE- 
TYPE position. This should cause the carrier indicator 
to come on at the transmitter bay. Observe for correct 
frequency shift operation. Depress the STOP button 
on the control box at the TELETYPE position. This 


4 FOLD SHIELDING BRAID BACK OVER SLEEVE. 
TRIM SHIELDING BRAID SO NO WIRE TOUCHES TIP 
OF SHOULDER CHECK 3/16 INCH DIMENSION OF 
CENTER CONDUCTOR 


_MALE 
CONTACT 


\ BE SURE THERE iS 
NC GAP BETWEEN 
INNER DIELECTRIC 
ANO MALE CONTACT 
5 TIN CENTER CONDUCTOR AND INSIDE WHOLE OF 

MALE CONTACT. SLIP MALE CONTACT OVER CENTER 
CONDUCTOR AND SOLDER TO AVOID DEFORMING THE 

INNER DIELECTRIC, USE A SOLDERING tRON OF SUFF- 

ICIENT CAPACITY TO COMPLETE THE OPERATION 

QUICKLY. REMOVE EXCESS SOLDER. 


6. HOLDING SLEEVE AGAINST END OF JACKET, PUSH 
WASHER B AGAINST GASKET. PULL ARMOR DOWN 
OVER WASHER B. SLIDE WASHER A DOWN OVER 
ARMOR UNTIL ARMOR IS HELD SECURELY BETWEEN 
THE TWO WASHERS. TRIM AWAY EXCESS ARMOR 


7. PUSH CABLE INTO PLUG BODY AS FAR AS IT 
WILL GO. SLIDE NUT DOWN OVER ARMOR AND 
THREAD iT INTO PLUG BODY. HOLD CABLE AND 
PLUG BODY RIGIDLY AND TIGHTEN NUT WITH WRENCH 
DO NOT ALLOW CABLE OR PLUG BODY TO ROTATE 


3 Section 
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1. SLIOE ARMOR NUT ANO WASHER # 3 OVER ARMOR. CUT OFF 
ARMOR 2 3/4" FROM END. CUT VINYL JACKET 2 3/8" FROM END 
CuT COPPER BRAID 2 1/8" FROM ENO 


eS 10 APPROX. aad 


2 PUSH ARMOR BACK APPROX i2 3/8" FROM END SLIDE 
SPANNER NUT 98 2, GASKET ANDO SPANNER NUT 3%! OVER VINYL 
JACKET CAREFULLY SLIOE WASHER #1 OVER COPPER BRAID 
AS SHOWN. 


3. FAN OUT COPPER BRAID RADIALLY, TRIM ANY LOOSE OR 
RAGGED EDGES WITH CUTTERS OR SCISSORS. ALL METAL 
PARTICLES MUST BE CLEANED OFF DIELECTRIC. SLIDE CLAMP 
OVER DIELECTRIC (PRONGS TOWARD CONNECTOR AS SHOWN) ANDO 
PRESS IT AGAINST COPPER BRAID. APPLY SILICONE COMPOUND 
TO CLAMP SURFACES. 
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WASHER SPANNER WASHER GASKET SPANNER 
23 NUT 32 22 NUT 381 
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WASHER CLAMP BODY 
ba] 


4. INSERT FORMEO ENO OF CABLE INTO PLUG BODY. WITH A 
SPANNER WRENCH SCREW SPANNER NUT 21 VERY TIGHT 
AGAINST WASHER 421. THIS LOCKS THE COPPER BRAID ANO 
FORCES THE CLAMP INTO THE DIELECTRIC. SUFFICIENT 
PRESSURE SHOULD BE APPLIEO TO INSURE CLAMP |S PRESSED 
INTO OIELECTRIC ANO IS FLATTENED TO PROVIDE GOOD 
CONTACT WITH BRAID APPLY A THIN FILM OF SILICONE 
COMPOUND TO THE SURFACES OF THE GASKET FOR BETTER 
SEALING. SLIOE WASHER #¢2 AGAINST GASKET. SCREW 
SPANNER NUT 3% 2 TIGRT AGAINST WASHER 32 2. 


5. TURN UP ARMOR 1/4" (RADIALLY). PUSH ARMOR INTO BODY 
BY SQUEEZING BULGE. PUSH WASHER #¢ 3 AGAINST ARMOR 

SCREW UP ARMOR NUT TIGHT AGAINST WASHER #¢ 3. WITH SHARP 
KNIFE CUT DIELECTRIC FLUSH WITH FORWARO EOGE OF COUPLING 
RING. PRY OFF CUT DIELECTRIC. CUT OFF CENTER CONOUCTOR 
1/2" FROM FORWARD EOGE OF COUPLING RING. FILE ENO OF 
CENTER CONDUCTOR ROUND AND CLEAN OFF ALL FILINGS. 

APPLY SM4LL AMOUNT OF SILICONE COMPOUND 10 END OF 
O!ELECTRIC JUST BEFORE MATING THIS PLUG. 


Figure 3—15. Assembly of UG—154/U Connector on RG—18/U Coaxial Cable 


should extinguish the power indicator and de-energize 
the transmitter bay. 


Place the SERVICE SELECTOR (@) on the low level 
radio modulator in FAX position. Patch transmitter 
to FACSIMILE position. Depress the START button 
on the control box at the FACSIMILE position. Ad- 
just transmitter for facsimile operation; see paragraph 
4d, Place key in transmit, on the control box, at the 
FACSIMILE position. This should cause the carrier 
on indicator to come on at the transmitter bay. Ob- 
serve for correct frequency shift operation. Depress 
the STOP button on the control box at the FACSIM- 
ILE position. This should extinguish the power indi- 
cator and de-energize the transmitter bay. 
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(2) ANTENNA TUNING EQUIPMENT.—AII 
controls and indicators for the initial trial and adjust- 
ment of the antenna coupler and r-f tuner are found 
on the Control-Indicator C-1352/SRT, which is mount- 
ed on the radio frequency oscillator front panel. 

First, the dummy load. must be disconnected from 
J-3202 on the load adjusting unit and the connector, 
P-3308, on the RG-18/U interconnecting cable, recon- 
nected to J-3202. 

(2) PRESSURIZATION.—Before trial opera- 
tion of the antenna coupler and r-f tuner takes place, 
a preliminary: check of the pressurization of these two 
components should be made. Each of the two com- 
ponents should be charged with dry nitrogen until a 
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RG-17/U CABLE 


CLZZIZIZD 


SHIELD ADAPTER 


VINYL JACKET 
ie 7" 
8 


|. FROM REQUIRED LENGTH OF RG-I7/U CABLE. 
a PREPARE FIRST EXTRUSION BY REMOVING ENTIRELY 
¢( THE VINYL JACKET ANO THE SHIELO; LEAVING 
ONLY THE DIELECTRIC MATERIAL AND THE CENTER 
CONDUCTOR. CUT OFF DIELECTRIC MATERIAL 7/8“ 
ee FROM THE ENO, TAKING CARE NOT TO DAMAGE 
( THE EXPOSEO LENGTH OF CENTER CONOUCTOR. 


CB8TL A-2011254 WITH 
FOUR 6-32 1/4" LG. 
HEX SOCKET SET SCREWS 


AA=Zaee. 
| 
CLIII LITT 


2. SLIDE SMALL DIAMETER HOLE OF ADAPTER 
OVER CENTER CONOUCTOR OF RG-I7/U FIRST 
EXTRUSION ANDO TIGHTEN TWO SET SCREWS. 


( STRAIGHT CONNECTION RIGHT ANGLE CONNECTION 


C 


POLYETHYLENE ea =301 
ELECTRICAL TAPE WSSOe CR NESE 


3. AFTER THE ABOVE ASSEMBLIES HAVE BEEN 
PREPARED, THE CABLES ARE ATTACHED TO 
W-3502, W-30! IN ACCORDANCE WITH INTER- 
CONNECTING CABLING DIAGRAMS BY SLIDING 
EITHER LARGE DIAMETER HOLE OF THE ADAPTER | 
OVER THE EXPOSED CENTER CONDUCTORS 
OF W-3502, AND W-30!, TIGHTENING 

THE REMAINING SET SCREWS TO FORM EITHER | 
A STRAIGHT OR RIGHT ANGLE CONNECTION, W301 
WRAP THE ENTIRE CONNECTION WITH POLY- | 
ETHYLENE ELECTRICAL TAPE. 


eA 
ET PN 


Eiexe))| 


Figure 3—16. Assembly of Adapter (CBTL A-2011254) on RG-17/U 
First Extrusion Cable 
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pressure of 20 psi is recorded on each of the pressure 
gauges. The equipment is supplied charged to the re- 
quired amount. However, during periods of shipment 
and storage, all or a portion of the pressurized gas may 
have leaked out. To pressurize the components, the fol- 
lowing typical equipment is required: a cylinder of dry 
nitrogen; a regulator consisting of a regulator valve, 
needle valve, delivery pressure gauge and cylinder pres- 
sure gauge; a hose with a proper fitting to mate with 
the regulator at one end and a fitting to mate with the 
intake valve on the antenna coupler and r-f tuner at the 
other end. Make the connections to the r-f tuner and/or 
the antenna coupler as shown on figure 3—19. 

If the pressure gauge on the component shows that 


Q LO-3 LO-2 
‘© 1©) 


: 1} : ©® 


T1502 440V AC 30 


E1503, EI5O4 AND T1502 ARE IN PP-!O96/SRT, HIGH VOLTAGE POWER SUPPLY 
EI603 tS IN MD-230/SRT, HIGH LEVEL MODULATOR 


Lo-l 


there is no pressure in the unit, the unit must first be 
purged with gas and then charged to the required pres- 
sure. If the pressure gauge shows that there is a charge 
of gas but of insufficient pressure, the unit does not need 
to be purged before charging to the 20 psi valve. To 
purge the unit, first close the needle valve on the regu- , 
lator and then loosen the regulator adjusting screw by 
turning it clockwise. Open the tank valve on the gas 
cylinder. Close the adjusting screw until the delivery 
pressure gauge reads 10 to 15 psi. Note the reading on 
the cylinder pressure gauge. Open the relief valve on the: 
component by inserting a tool in the hole provided in 
the relief valve stem and pull the stem against the valve 
spring tension, holding the stem in this position. Open 


oe 


4 


YS) PIRI 


ET OFIOL 


ALL FOUR LINKS 


RIC) 
°@,9,9,6,8 


@ 
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Figure 3—17. Input Power Link Arrangements, Radio Modulator-Power Supply (Booster) 
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Figure 3—18. Installation of Electron Tubes V-1601 and V-1602 


RELIEF INTAKE VALVE 
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Figure 3—19. Typical Pressurization of Antenna 
Tuning Equipment 
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the needle valve and purge the component until a drop 
in gas cylinder pressure of 100 psi is noted, at which 
time the needle valve should be closed. Release the stem 
of the relief valve. Open the adjusting screw until the 
delivery pressure gauge reads 25 to 30 psi. Open the 
needle valve and charge the component until a reading 
of 20 psi is read on the pressure gauge on the compo- 
nent, at which time the needle valve on the regulator 
should be closed. The component is now pressurized; 
close the tank valve and disconnect the pressurizing 
equipment. Replace the cap on the intake valve of the 
unit. 

If purging is not required, after the charging equip- 
ment is connected, close the needle valve and open the 
adjusting screw on the regulator. Open the tank valve 
and close the adjusting screw until the delivery pressure 
gauge reads 25 to 30 psi. Open the needle valve and 
charge the component until a reading of 20 psi is read 
on the pressure gauge on the component, at which time 
the needle valve on the regulator should be closed. The 
component is now pressurized; close the tank valve, dis- 
connect the pressurizing equipment, and replace the cap 
on the intake valve. 


(6) TRIAL OPERATION.—Energize the trans- 
mitter for 100-watt operation as per paragraph 7d(1) 
with the exception that the TEST KEY @) should xot 
be operated. 


Depress and hold the DOWN push button @ on the 
control-indicator and observe the indicator on the POSI- 
TION meter moving down scale. Release the DOWN 
push button @ when the indicator on the POSITION 
‘meter stops. Loosen the lock on the ZERO ADJ. control 
and set this control for a reading of 0 on the POSITION 
meter. Now depress and hold the UP push button @ 
and observe the indicator on the POSITION move up 
scale. Release the UP push button @ when the indicator 
on the POSITION meter stops. Loosen the lock on the 
FULL SCALE ADJ. control and set this control for a 
reading of 100 on the POSITION meter. As the setting 
of one of these adjustments slightly affects the other, 
the above two adjustments should be repeated for the 
fine setting, after which the two locks should be tight- 
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ened. Operate the DOWN push button @ together 
with the SLOW push button @) and observe the re- 
duced rate of travel of the indicator on the POSITION 
meter. 

If a 35-foot whip antenna is used, select the DIRECT 
positions on both the TRANSFORMERS @ and AN- 
TENNA COUPLER LOADING @ controls. Operate 
the ANTENNA TRANSFER control @ to the TUNER 
IN position and observe that the TUNER IN indicator 
lights. Depress the UP push button @ until the in- 
dicator on the POSITION meter reads 100. Set the SWR 
CALIBRATE control @ to 8:1. Operate the TEST KEY 
@) on the low level radio modulator and tune the trans- 
mitter in the manner outlined in paragraph 7d(1) but 
to a frequency of 2 mc. Observe the indicator on the 
SWR BALANCE meter on the control-indicator in the 
HIGH (red region) portion of the scale. Depress the 
DOWN push button @ watching the SWR BALANCE 
meter for a dip towards the LOW (green region) por- 
tion of the scale. When a dip is found, jog the UP @ 
and DOWN @ push buttons to obtain a maximum low 
indication on the SWR BALANCE meter, moving con- 
trol to 4:1 position and then to 2:1 position as the 
correct tune point is approached. Note that the reading 
on the POSITION meter, after the low indication has 
been found on the SWR BALANCE METER, agrees 
with the approximate value as set forth in the tuning 
chart located on the under side of the hinged flap, which 
is mounted on the door covering the frequency selection 
knobs on the radio frequency oscillator. 

If an antenna other than a 35-foot whip is used, fol- 
low the step-by-step procedure for initial tuning as de- 
scribed in paragraph Ge of Section 4 of this instruction 
book. 


CAUTION 


The ANTENNA COUPLER LOADING 
CONTROL @ should not be placed in posi- 
tion c or d when the transmitter is tuned to 
a frequency above 2.0 megacycles. Operation 
with control @ in position c or d may over- 
heat and destroy coils L-3501 or L-3502 located 
in the Antenna Coupler CU-372/SRT. 
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POWER REQUIREMENTS 


KVA REQUIREMENTS 
LEAD FACTOR stanosy | SECURE 


R-RTI NOv, 19, 6OCPS 1400 1.70 1.50 *0.87 fe) 
R-RT2 110V, 18, 6OCPS 7 +#0.071 +0.071 +0.071 +0.071 
ALLOWABLE VARIATION: VOLTAGE t10%, FREQUENCY 45%. 


* ADD 0.6 KVA OR 600 WATTS TO R-RTI IF CABINET HEATERS ARE TURNED ON, 
* ADD 0.2 KVA OR 150 WATTS TO R-RT2 WHEN BY-PASS SWITCH ACTUATOR IN 


ANTENNA COUPLER 1S ENERGIZED. 


NOTES: 


!) RG-17/U FIRST EXTRUSION CABLES MAY BE PREPARED IN 
THE FIELD FROM BULK RG-I7/U OR RG-I8/U BY REMOVING 
THE ARMOR, SLITTING THE OUTER JACKET LENGTHWISE AND 
REMOVING IT, AND REMOVING THE BRAIDED COPPER OUTER 
CONDUCTOR COMPLETELY. 


2: LOCATE RF TUNER AND ANTENNA COUPLER SO THAT Com- 


BINED LENGTH OF R-RA4 AND ANTENNA LEAD-IN DOES NOT 
EXCEED 5 FEET. 


3: R-RT2 FURNISHES 110 VOLT, 60 CYCLE, SINGLE PHASE 
POWER TO OVEN HEATERS IN THE RADIO FREQUENCY OSCIL- 
LATOR OF THE TRANSMITTER GROUP AND TO THE BY-Pass 
SWITCH ACTUATOR IN THE ANTENNA COUPLER. THIS CIR- 
CUIT SHOULD BE CONTINUOUSLY ENGAGED. PROTECT THE 
LINE AGAINST INTERRUPTIONS. 


4: MAXIMUM LENGTH OF CABLES R-RTS, R-RT6 AND R-RA2 
'S 500 FEET. MAXIMUM LENGTH OF CABLES IR-RCI ANDO 
IR-RC2 IS 1000 FEET. 


5: DOTTED ITEMS AND ALL INTERCONNECTING CABLES SHOWN 
ON THIS DRAWING ARE TO BE FURNISHED BY THE NAVY AT 
INSTALLATION. 


6: RF TUNER AND ANTENNA COUPLER ARE PRESSURIZED 
WITH DRY NITROGEN GAS AT A PRESSURE OF 20 L8S./SQ. IN. 


7; LOCATION OF TRANSMITTER COUPLER IS LIMITED BY 
LENGTH OF CABLE R-RT4 WHICH EXTENDS [2 FEET FROM 
CABLE ENTRANCE IN MOUNTING. 


8: CABLE R-RT4 IS SUPPLIED WITH THE EQUIPMENT. 


9: CONNECTOR P-609 (UG-89/U), LOCATED IN TRANSMITTER 
GROUP OA-684/SRT, IS SUPPLIED AS A R.F. OUTPUT TO A 
RECEIVER, INCOMING CONNECTION TO BE FURNISHED AT 
INSTALLATION. 


10: SEE INSTALLATION SECTION OF INSTRUCTION BOOK 
FOR GORRECT HANDLING OF INCOMING CABLES AFTER 
ENTRY INTO MOUNTING. 


Hl) ANTENNA LEAD-IN AS SPECIFIED AND PROVIDED 
BY THE NAVY. 


REFERENCE DRAWINGS 
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TRANSMITTER BAY, AN/SRT-14 
TRANSMITTER COUPLER, CU-402/SRT 
ANTENNA COUPLER, CU-372/SRT 

R. F. TUNER, TN-229/SRT 
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Figure 3—20. Pictorial System Diagram, AN/SRT-—14 
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AN/SRT-14, 14A, 15, 15A, 16, 16A 
! 
POWER REQUIREMENTS 
IR 
NEU INPUT POWER watts | POWER EVA REQUIREMENTS 
LEAD FACTOR START | OPERATE | STANDBY | SECURE ALTERNATE | 
ARRANGEMENT "B2 
lov, 18, 6OCPS (SEE NOTES 12 813) 
220v, 36, 60CPS OR 
440v, 39, 60cPS 
Ov, 18, 6OCPS 
ALLOWABLE VARIATION: VOLTAGE 410%, FREQUENCY 45%. 
* ADD 1.2 KVA ORIZ200 WATTS TO R-RTI IF CABINET HEATERS ARE TURNED ON. 
** ACROSS ONE PHASE OF LINE ONLY. 
# ADD O.2KVA OR 150 WATTS TO R-RT3 WHEN BY-PASS SWITCH ACTUATOR IN 
ANTENNA COUPLER IS ENERGIZED. 
NOTES: ' 
|; RG-17/U FIRST EXTRUSION CABLES MAY BE PREPARED IN 8: CABLE R-RTI3 IS SUPPLIED WITH THE EQUIPMENT. 
THE FIELD FROM BULK RG-I7/U OR RG-18/U BY REMOVING 
THE ARMOR, SLITTING THE OUTER JACKET LENGTHWISE AND S: CONNEGTOR P-609(UG-89/U}, seated Ht Pitan anal a ld 
REMOVING IT, AND REMOVING THE BRAIDED COPPER OUTER GROUP 0A-~684/SRT, IS SUPPLIED cde ARRANGEMENT “A2" wt 
CONDUCTOR COMPLETELY. RECEIVER, INCOMING CONNECTION TO BE FURNISHED AT INSTALLATION. cnet SEPARATED stacks) 5 
: SEE NOTES 11 @13 
2: LOCATE RF TUNER AND ANTENNA COUPLER SO THAT COM- IOS WHEN STANDARD: ARRANGEMENT, WITH. ADJOINING = 
BINED LENGTH OF R-RA4 AND ANTENNA LEAD- IN DOES NOT gieche oiMeeuy CABLES. NTs. TeRoueN Ae nT ane 2 
EXCEED 5 FEET FURNISHED PREFABRICATED AS UNARMORED INTERSTACK q 
; CABLES. FOR ALTERNATE ARRANGEMENTS AND ALL 
3: R-RT3 FURNISHES 10 VOLT, 60 CYCLE, SINGLE PHASE SEPARATED STACK ARRANGEMENTS FABRICATE SUBSTI- E 
POWER TO OVEN HEATERS IN THE RADIO FREQUENCY OSCIL- TUTES FROM INDICATED NAVY CABLES OR EQUIVALENTS N ro] 
LATOR OF THE TRANSMITTER GROUP AND TO THE BY-PASS AS SHOWN ON THE TWO LEFT VIEWS OF THE TRANS-— & 
SWITCH ACTUATOR IN THE ANTENNA COUPLER. THIS CIR- MITTER BAY. CABLES NOT DESIGNATED ARE IDENTICAL Mg 
CUIT SHOULD BE CONTINUOUSLY ENGAGED. PROTECT THE TO CORRESPONDING CABLES ON ARRANGEMENT “Al”. f a 
'T . 
EINE (AGAINST UINTERRUPTIONS 1: MAXIMUM CABLE RUN BETWEEN SEPARATED STACKS U 
4: MAXIMUM LENGTH OF CABLES R-RTS5, R-RT6 gl Ripe SHOULD NOT EXCEED IO FEET. QO E 
IS 500 FEET. MAXIMUM LENGTH OF CABLES IR-RCI 
IR-RC2 1§ 1000 FEET 12: ALTERNATE ARRANGEMENT MAY BE INSTALLED WITH a 
care TWO STACKS ADJOINING. IN ANY AN/SRT-I5 ARRANGE - = 
5: DOTTED ITEMS AND ALL INTERCONNECTING CABLES SHOWN MENT, POSITIONS OF RIGHT-HAND AND LEFT-HAND Ss ‘eves 
ON THIS DRAWING ARE TO BE FURNISHED BY THE NAVY AT STACKS MAY BE INTERCHANGED. ae]jes 3 
INSTALLATION, zuffow ‘ 
ee 13: WHEN ARRANGEMENTS “A2“OR “B2"ARE USED TWO $5 25 2 
6 RF TUNER AND ANTENNA COUPLER ARE PRESSURIZED ADDITIONAL SHOCK MOUNTS MUST BE ORDERED. aT aGanD x az} sz 3 
WITH DRY NITROGEN GAS AT A PRESSURE OF 20 LBS./SQ. IN. ARRANGEMENT “Al" © Qulisy < 
7: LOCATION OF TRANSMITTER COUPLER IS LIMITED BY SCOREET ahblinle oe TNCaUMe Caeiee Actes ae z/{5 a 3° es ‘ 
LENGTH OF CABLE R-RTIZ WHICH EXTENDS 12 FEET FROM Siz at eS a “ 
INTO MOUNTING. . « yw aeT[or N 
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ee ANTENNA LEAD-IN AS SPECIFIED AND PROVIDED Ve 2]}/e ge zall=e it 4) ” 
, Ap, ot ne Su cn ra) 
REFERENCE DRAWINGS me Moy “sp : Quit +f anet ~ 
a Tt : eo P 
23 wen « << — at Ro) 
SeecRIPTION INST. BOOK} INSTALLATION Org pTOR: f “oO vé t ipwe a 
FIG. NO. DRAWING NO. w R yt »N z¢ qui? eo" 9 
<i 8 Z ER ig! 1 on 
TRANSMITTER BAY, AN/SRT-I5 3-24 NL-901313-26 losePeLy aM ewe ie Ke wise" £ yore 
TRANSMITTER COUPLER, CU-402/SRT 3-27 NL- 901315 -12 Mo Sry ee ot! yet? ; st 
ANTENNA COUPLER, CU-372/SRT 3-28 NL-901316-14 rT Ny, o™ ” of? yer 4 
R. F, TUNER, TN-229/SRT 3-29 NL-901317-14 4a Ne fe ri pH ef $ Po 
TERMINAL BOARD, CABLE ENTRANCE DATA | 3-26 NL- 901318-25 Sky pf? ae” ; 60 
INTERCONNECTING CABLING, AN/SRT-15 3-3) NL-901320-25 gl yes ov 
CABLE ASSEMBLY INSTRUCTIONS, 3-12 ,3-14 | NL-901322-26 y Q ov tl 
R. F. CONNECTORS 3-15, 3-16 4 FR 
CABLE ASSEMBLY INSTRUCTIONS, 3-33 NL- 901323-14 iss at 
MULTI-CONDUCTOR CONNECTORS 4 uet! 
PRIMARY POWER DISTRIBUTION, NL-901324-26 ye? y 
TRANSMITTER GROUP & MOUNTING tl 
PRIMARY POWER DISTRIBUTION, NL-901325-25 
RADIO MODULATOR- POWER SUPPLY 
PRIMARY POWER DISTRIBUTION, NL-901326-14 
ANTENNA COUPLER & R. F. TUNER 


ORIGINAL 3-43/3-44 


NOTES: 


1 RG-177U FIRST EXTRUSION CABLES MAY BE PREPARED IN THE 

FIELD FROM BULK RG-!7/U OR RG-18/U BY REMOVING THE ARMOR, 
SLITTING THE OUTER JACKET LENGTHWISE AND REMOVING IT, AND 
REMOVING THE BRAIDED COPPER OUTER CONDUCTOR COMPLETELY. 


2: LOCATE RF TUNER AND ANTENNA COUPLER SO THAT COMBINED 


LENGTH OF R-RA4 AND ANTENNA LEAD-IN DOES NOT EXCEED 5 FEET. 


3: R-AT3 FURNISHES 110 VOLT, 60 CYCLE, SINGLE PHASE POWER 
TO OVEN HEATERS IN THE RADIO FREQUENCY OSCILLATOR OF BOTH 
TRANSMITTER GROUPS AND TO THE BY-PASS SWITCH ACTUATOR IN 
BOTH ANTENNA COUPLERS. THIS CIRCUIT SHOULD BE CONTINU - 
OUSLY ENGAGED. PROTECT THE LINE AGAINST INTERRUPTIONS. 


4& MAXIMUM LENGTH OF CABLES R-RT 16, R-RTI7 AND R-RA2 1S 500 
FEET. MAXIMUM LENGTH OF CABLES IR-RCI AND IR-RC2 1S 1000 FEET. 


5: DOTTED. ITEMS AND ALL INTERCONNECTING CABLES SHOWN ON THIS 
DRAWING ARE TO BE FURNISHED BY THE NAVY AT INSTALLATION. 


& RF TUNER AND ANTENNA COUPLER ARE PRESSURIZED WITH ORY 
NITROGEN GAS AT A PRESSURE OF 20 LBS./SO. IN. 


7: LOCATION OF TRANSMITTER COUPLER 1S LIMITED BY LENGTH OF 
CABLE R-RTIS WHIGH EXTENDS 12 FEET FROM CABLE ENTRANCE 
1N MOUNTING. 


8: CABLE R-RTIS IS SUPPLIED WITH THE EQUIPMENT. 


3: CONNECTOR, P-609 (UG-89/U), LOCATED IN TRANSMITTER 
GROUP 0A-684/SRT, IS SUPPLIED AS A RF OUTPUT TO A RE- 
CEIVER, INCOMING CONNECTION TO BE FURNISHED AT INSTAL — 
LATION. 


10: WHEN STANDARD ARRANGEMENT WITH ADJOINING STACKS 1S 
USED, CABLES R-RT4 THROUGH R-RTII AND R-RTI4 ARE FURNISHED 
PREFABRICATED AS UNARMORED INTERSTACK CABLES. FOR ALTER- 
NATE ARRANGEMENTS AND ALL SEPARATED STACK ARRANGEMENTS, 
FABRICATE SUBSTITUTES FROM INDICATED NAVY CABLES OR EQuiv- 
ALENTS AS SHOWN ON THE TWO LEFT VIEWS OF THE TRANSMITTER 
BAY. CABLES NOT DESIGNATED ARE IDENTICAL TO CORRESPONDING 
CABLES ON ARRANGEMENT “AI”, 


Il! MAXIMUM CABLE RUN BETWEEN SEPARATED STACKS SHOULD 
NOT EXCEEO 10 FEET. 


2: CABLE R-RT2O 1S REQUIRED ONLY WHEN THE ALTERNATE 
TRANSMITTER BAY ARRANGEMENT 1S USED. THE CABLE RUNS FROM 
TERMINAL SOARD E-702 IN THE MOUNTING UNDER THE POWER 
SUPPLY PP-1096/SRT TO TERMINAL BOARD E-702 IN THE MOUNTING 
UNDER THE TRANSMITTER GROUP OA-684/SRT. 


'3: WHEN THE ALTERNATE TRANSMITTER BAY ARRANGEMENT IS USED 
A COVER CW-341!/SRT AND AN ADDITIONAL MOUNTING MT-1423/SRT 
AND SIX ADDITIONAL SHOCK MOUNTS (FOUR, IF ALL STACKS ARE 
ADJOINING ) MUST BE ORDERED. 


14: CABLES TO 500 W STACK ENTER THROUGH 500 W STACK 
MOUNTING CABLE ENTRANCE. 


15! WHEN SIMILAR CABLES SERVE 80TH TRANSMITTER GROUPS 
AN ADDITIONAL FIGURE 1S INSERTED PRECEDING THE CABLE 
DESIGNATION TO IDENTIFY THE TRANSMITTER GROUP THE CABLE 
SERVES €.6. 

2-R-RTI 


TRANS. GRP. NO.—/ CABLE DESIGNATION 


16: SEE INSTALLATION SECTION OF INSTRUCTION BOOK FOR coR- 
RECT HANDLING OF INCOMING GABLES AFTER ENTRY INTO 
MOUNTING. 


17 ANTENNA LEAD-IN AS SPECIFIED AND PROVIDED BY THE 
NAVY. 


REFERENCE DRAWINGS 


INST. BOOK | INSTALLATION 


DESCRIPTION FIG. NO. | DRAWING NO. 


TRANSMITTER BAY, AN/SRT-I6 3-25 NL-901314-26 
TRANSMITTER COUPLER, CU-402/SRT 3-27 NL-901315-12 
ANTENNA GOUPLER, CU-372/SRT 3-28 NL-9OI316-14 
R. F. TUNER, TN-2297SRT 3-29 NL-901317-14 
TERMINAL BOARD, CABLE ENTRANCE DATA 3-26 NL-901318-25 
INTERCONNECTING CABLING, AN/SRT-I6 3-32 NL-901321-26 
CABLE ASSEMBLY INSTRUCTIONS, 3-12 ,3-14 NL 901322-26 


R. F. CONNECTORS 3-15, 3-16 

CABLE ASSEMBLY INSTRUCTIONS, 3-33 NL-901323-14 
MULTI-CONDUCTOR CONNECTORS 

PRIMARY POWER OISTRIBUTION, NL-90!1324-26 
TRANSMITTER GROUP & MOUNTING 

PRIMARY POWER DISTRIBUTION, NL-901325-25 
RADIO MODULATOR-POWER SUPPLY 

PRIMARY POWER DISTRIBUTION, NL-$901326-14 
ANTENNA COUPLER @ R. F. TUNER 


POWER REQUIREMENTS 


KVA REQUIREMENTS 


INPUT POWER 
INPUT POWER WATTS : 
##R-RT! | HOV, 19, 6OCPS 


220V, 36, 6OCPS oR 
f are { 440v, 39, 6OCPS 
R-RT3 


Nov, 19, 6OCPS 


ALLOWABLE VARIATION: VOLTAGE £1O%, FREQUENCY £5%. 

* ADD O.6KVA OR 600 WATTS TO R-RTI IF CABINET HEATERS ARE TURNED ON. 

** ACROSS ONE PHASE OF LINE ONLY, 

* ADD O0.2KVA OR 150 WATTS TO R-RT3 WHEN BY-PASS SWITCH ACTUATOR IN 
ANTENNA COUPLER IS ENERGIZED. 

+#* DATA APPLIES TO LEAD FOR ONE TRANSMITTER GROUP. DOUBLE DATA TO 
OBTAIN TOTAL FOR BOTH TRANSMITTER GROUPS. 


ARRANGE MENT "E “ 
(WITH SEPARATED STACKS) 
(SEE NOTES) 


ALTERNATE 
ARRANGEMENT “F" 
(SEE NOTES @ 13) 


TRANSMITTER GROUP 
OA-684/SRT, 500W STACK, (NOTE 9) 


Section 3 


NAVSHIPS 92121(A) 
AN/SRT-14, 14A, 15, 15A, 16, 16A 


INSTALLATION 
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PROVIDE 8 HOLES IN 
BULKHEAD FOUNDATION 
NOTE 7. 
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ALLOW AMPLE CLEARANCE 
FOR CABLE ENTRANCE SEE 


DETAIL F 
f NOTE 9 
a 
‘| 13 pia HOLE FOR 
32 
=a 3 DIA CAP SCREW 


< 8 
PROVIDE 16 HOLES =IN 


DECK FOUNDATION 
NOTE 7 


FOUNDATION 
ORILLING PLAN 


ALLOWABLE TOLERANCE Be x 


INSTALLATION 


REQUIRED FOR 
cant oom 54 (NOTES ) coast OF Be = 
EYE BOLT 
' 1 
\ 2 
4 3 
4 4 
4 5 
8 6 
8 7 
4 8 
iset] 9 
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NOTE It 


3 
663 


NOTE 3 
36 R é 
i NOTE 2 (e) REO | No 
REQUIRED FOR REMOVAL OF f 
INDIVIDUAL DRAWERS | 
| 


NOTE 5810 


iL pia HOLE PROVIDE HOLES 
IN FOUNDATION FOR <& DIA. SCREW. 


2 GROUND STRAPS |" WIDE x 12" LONG 
BRAIDED COPPER CABLE (832-36) 


20,800 CM. 
WEIGHT uncrate>D WEIGHT crated DIMENSIONS cratep VOLUME cratep 

‘TEM NOt. * 765 LBS, * 1086 LBS. %34"h x29"wWx67"G % 38.2 GU FT. 

ITEM NO.2 100 LBS. 137 LBS, i7"hx 2t"wx 29"¢ 5.9 GU.FT. 


% CONTROL- INDICATOR (0-!352/SRT} AND ELECTRON TUBE TYPE 4-400A(V-1304) 
ARE PACKAGED WITH TRANSMITTER COUPLER (CU-402/SRT). SEE TRANSMITTER 
COUPLER OUTLINE DRAWING FOR COMBINED WEIGHTS AND DIMENSIONS. 


HEAT DISSIPATION 1500 WATTS MAX. 
DESIGNED FOR AMBIENT TEMPERATURE 


RANGE -20°C. TO + 50°C 


ORIGINAL 


NAVSHIPS 92121(A) Section 3 
AN/SRT-14, 14A, 15, 15A, 16, 16A 


DWG. OR CAT. NO. 


Ni -982844-2 
NL- 981791~14 
NL - 983345-1-3 


4 NL -983347~1 


NL-901205-1 
NU+982598-~1 


NL 901561-1 


NL 901559-12 


$ PER SPEC MIL, S-933 
+# ‘BEST COMMERCIAL QUALITY 


BILL OF MATERIAL 


DESCRIPTION 


TRANSMITTER GROUP 0A-684/ SRT 
MOUNTING MT-1423/SRT 

SHOCK MOUNT (NO C-4300- TIO THE BARRY CORP.) 

5/8 - 11» ILG.SCREW,CAP,HEX HD. STL ST TYPE 304 

5/BNOM x .203 wx 156 THK. (MED.) WASHER ,SPRING-LOCK,STL ST,TYPE 302 
72-13 "1 LG SCREW, CAP,HEX.HD.,STL.ST.,TYPE 304 

172 MOM x.17l wx .125 THK (MED.) WASHER,SPRING LOCK,STL ST TYPE 302 
E YEBOLT 

TRANSMITTER BAY INTERSTACK CABLES AN/SRT- 14 (ONE HARNESS) 
LEVELING INSERT 

PLUG BUTTON (NO SIH? UNITED CARR PROD.) 

LEVELING INSERT 

PLUG BUTTON (NO. 48199 UNITED CARR PROD.) 

SWAY MOUNT 

3/8 -I6NC-2x1LG SGREW, CAP, HEX.HD., STL. ST, TYPE 304 

3/8 NOM. x .141w x.094 THK. (MED) WASHER, SPRING LOCK, STL ST, TYPE 302 


NOTES = 


1, ALLOW [/2" CLEARANCE ON ALL SIDES AND TOP FOR 
EXCURSION OF UNIT ON SHOCK MOUNTS, 


2. TOP COVER MUST BE REMOVED TEMPORARILY TO 
ATTACH INSTALLATION EYEBOLTS (iTEM NO 8) 


3. ALL REMOVABLE PANELS ARE ATTACHED WITH NO 
6-32 * 3/6 LG. ROUND HD MAGH, SCREWS & LOCKWASHER 


4. ITEM NO’S 1,@ 2 ARE SHIPPED WITH BASE BOARDS 
TO PREVENT DAMAGE TO ALIGNING TABS ON SIDE 
PANELS. CAUTION: AVOID DAMAGE TO TABS DURING 
INSTALLATION, 

5S. EQUIPMENT DRAWERS WEIGH FROM 90 T0140 LBS.EACH 
IN ADDITION TO 36" REQUIRED FOR DRAWER TO CLEAR 
FRONT OF TRANSMITTER, ADEQUATE STANDING ROOM FOR 
TWO MEN REMOVING DRAWER MUST BE AVAILABLE CLEAR 
ANCES SPECIFIED BELOW ARE MINIMUM REQUIREMENTS. 
INCREASE WHEREVER POSSIBLE. SELECT EITHER (0) OR(h) 

(a) 36" MIN. FRONT CLEARANCE. 16" MIN,” 
CLEARANCE ON EACH SIDE OF ANY 
OPEN DRAWER. 
{b) 54" MIN.FRONT CLEARANCE; 4” MIN 
CLEARANCE ON ONE SIDE OF ANY OPEN 
DRAWER, 20" ON THE OTHER. 
THE ABOVE CLEARANGES APPLY WHEN REMOVING THE RADIO 
FREQUENCY OSCILLATOR (0-275/SRT) DRAWER ONLY IF 
CONTROL~ INDICATOR (C~1352/SRT) HAS BEEN REMOVED 
FROM RFO FRONT PANEL PRIOR TO DRAWER REMOVAL, 

6. DRAIN TUBE FROM DRIP PAN, 

7. 3/8" CAP SCREWS SUPPLIED BY NAVY, 

8. EACH TOP COVER IS PROVIDED WITH ONE VENT, ALLOW 
AT LEAST | INCH CLEARANGE FOR VENTILATION ABOVE 
COVER. 


9 FOR DETAILS ON CABLE ENTRANCE AND TERMINAL 
BOARD LOCATIONS SEE TERMINAL BOARD AWD CABLE 
ENTRANCE DATA DRAWING FIGURE 3-26 


10. EQUIPMENT CABINETS wit GRATED WITH FQUIPMENT 
ORAWERS MOUNTED IN THEM. EQUIPMENT DRAWERS 
SHOULD BE REMOVED WHILE EQUIPMENT CABINETS 
ARE BEING INSTALLED FOR EASE OF HANDLING, 
Hl. CONTROL INDICATOR (C~1352/SRT) iS CRATED 
SEPARATELY. REMOVE TEMPORARY PLATE ON REO FRONT 
PANEL BEFORE INSTALLING CON TROL- INDICATOR, " 


Figure 3—23. Outline Drawing, Transmitter Bay, AN/SRT-14 
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ALLOW AMPLE CLEARANCE Eh 
FOR CABLE ENTRANCE 
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%, 
La 


‘A 


= 
= 
79 
— 


EAA QHY 


CLLLMLLMA LLL 


SECTION "AA" 


NOTE 7 


REQUIRED FOR REMOVAL OF : 
INDIVIDUAL DRAWERS | 


REQUIRED* FOR 
~ 54 (NOTES). REMOVAL OF 
| EYEBSOLT 
V — 36 veer NOTE 2 


NOTE 13 


4 DIA. HOLE PROVIDE HOLES 
IN FOUNDATION FOR . SCREW 


4 GROUND STRAPS I"'WIDE 12" LONG 
BRAIDED COPPER CABLE (832-36) 
20,800 CM 


HEAT DISSIPATION 3400 WATTS MAXIMUM 
DESIGNED FOR AMBIENT TEMPERATURE 
RANGE ~20°C. TO +50°C. 


ADJUSTABLE INSERT 


WEIGHT uncRATED WEIGHT crated DIMENSIONS crateo VOLUME crateo 


ITEM NO.1I *» 765 Las. * 1086 Les. * 34"hx 29"wx67"d %38.2 CU.FT. 
ITEM NO.2 350 LBS. 407 LBS. 26" hx 24"wx34"d 12.3 CU.FT. 
ITEM NO.3(EA.) 100 LBS. 137 LBS. 17" hx 21" wx 29"a 5.9 CU.FT. 
ITEM NO.4 14 LBS. ax 135 LBS. x 17" hx 21" wx 29"d ** 5.9 CUFT. 


*% CONTROL-INDICATOR (C-1352/SRT) AND ELECTRON TUBE TYPE 4-400A(vI304) 
ARE GRATED WITH TRANSMITTER- COUPLER (CU-402/SRT). SEE TRANSMITTER 
COUPLER OUTLINE DRAWING FOR COMBINED WEIGHTS AND DIMENSIONS. 

# « INSTALLATION MATERIAL IS CRATED WITH ITEM NO,4. GRATED DATA 
INCLUDES BOTH UNITS. 


INSTALLATION 


ORIGINAL 


NAVSHIPS 92121(A) 


AN/SRT-14, 14A, 15, 15A, 16, 16A 


BILL O 


DWG. OR CAT. NO. DESCRIPTION 


TRANSMITTER GROUP  OA-684/SRT 
/ RADIO MODULATOR-POWER SUPPLY OA~-685/SRT Consisting of ITEMS 20 & 2b 


AMT | ITEM 
! NL- 982844-2 
NL-982845-1 


MATERIAL 


POWER SUPPLY SECT. (PP-I096/SRT & CY-I573/SRT) 
RADIO MODULATOR SECT. (MD-230/SRT & CY~1572/SRT) 


NL~98I79I~-14 
NL- 981628-14 
NL- 9863345-1-1 
NL- 983345-1-3 


NL- 963347-1 
NL - 901206-1 
NL- 982598-1 


MOUNTING MT-1423/SRT 

CABINET COVER CW-34I/SRT 

SHOCK MOUNT (NO C-4125-TIO THE BARRY. CORP.) (NOTE 6) 

SHOCK MOUNT (NO C-4300-TIO THE BARRY CORP.) 

5/8-\1x | LG SCREW, CAP, HEX HD, STL 81, TYPE 304 

5/8 NOM x .203 w x .156 THK (MED) WASHER, SPRING-LOCK, STL ST, TYPE 302 - 
V/2-I3 x1 LG SCREW, CAP, HEX HD, STL ST, TYPE 304 

V2 NOM x .{7l wx .f28 THK (MED) WASHER, SPRING-LOCK, STL._ST, TYPE 302. 
5/16-18 NC-2x 11/4 LG SCREW, CAP, HEX HD, STL. ST, TYPE 304 

SAIGNOM x .125x .078 THK (MED) WASHER, SPRING-LOCK, STL ST, TYPE 302 
5/16-18 NG-2 NUT, HEX, STL, ST, TYPE 303 


4# 10-32 NUT, HEX, STL ST, TYPE 303 


4¢10(.190:NOM) x .062 w x.047 THK (MED) WASHER, SPRING-LOCK, STL ST, TYPE 302 
EYEBOLT 


TRANSMITTER BAY INTERSTACK CABLES AN/SRT-15 (SEVEN: HARNESSES ) 
LEVELING INSERT 


PLUG BUTTON (NO 5III7, UNITED CARR PROD,) 


NL~- 901561 ~1 


LEVELING INSERT 


PLUG BUTTON (NO. 46199 UNITED CARR PROD.) 


NL- 901559-12 


SWAY MOUNT 


3/8-16 NG-2x!LG SCREW, CAP, HEX HD, STL ST, TYPE 304 
3/8 NOM x.141wx 094 THK (MED), WASHER, SPRING-LOCK, STL ST, TYPE 302 


* SEE NOTE 6 t 


PER SPEC. MIL S~-933 


t+ SEST COMMERCIAL QUALITY 


NOTES:. 
1, ALLOW I/2" CLEARANCE ON ALL SIDES ANO TOP FOR 
EXCURSION OF UNIT ON SHOCK MOUNTS. 


2. TOP COVER MYST BE REMOVED TEMPORARILY TO ATTACH 
INSTALLATION EYEBOLTS (ITEM NO 16) 


3. ALL REMOVABLE PANELS ARE ATTACHEO WITH NO. 
6-32 X 3/8 LG ROUND HD MACH SCREW. & LOCKWASHER 


4 ITEM NOS 1,2,8 3 AND SHIPPED WITH SASE BOARDS 
TO PREVENT DAMAGE TO ALIGNING TABS ON SIDE 
PANELS. CAUTION AVOID DAMAGE TO TABS DURING 
INSTALLATION, 


5. EQUIPMENT DRAWERS WEIGH FROM 90 T0140 LBS EACH 
IN ADDITION TO 36" REQUIRED FOR DRAWER TO CLEAR FRONT 
OF TRANSMITTER, ADEQUATE STANDING ROOM FOR TWO MEN 
REMOVING DRAWER MUST BE AVAILABLE CLEARANCES 
SPECIFIED BELOW ARE MINIMUM REQUIREMENTS, INCREASE 
WHEREVER POSSIBLE. SELECT EITHER (o) OR(b), 
(o) 36" MIN. FRONT CLEARANCE, 16" MIN CLEAR 
ANCE ON EACH SIDE OF ANY OPEN DRAWER 
(b) 54" MIN. FRONT CLEARANCE, 4" MIN CLFAR- 
ANCE ON ONE SIDE OF ANY OPEN DRAWER, 
20” ON THE OTHER. 
THE ABOVE CLEARANCES APPLY WHEN REMOVING THE RADIO 
FREQUENCY OSCILLATOR (0-275/SRT) DRAWER ONLY iF 
CONTROL- INDICATOR (C-1352/SRT) HAS BEEN REMOVED 
FROM RFO FRONT PANEL PRIOR TO DRAWER REMOVAL. 


6. WHEN DESIRED THE BOOSTER STACK MAY BE INSTALLED 
SEPARATELY, i.e. DETACHED FROM THE TRANSMITTER 
STACK. IN THIS CASE THE SUPPLIED INTERSTACK CABLES 
CAN NOT BE USED AND ANEQUIVALENT SHOULD BE MADE 
UP IN THE FIELD ACCORDING TO THE INFORMATION ON 
THE WIRING DIAGRAM. THE CABLE RUN SHOULD NOT 
EXCEED1O FEET. WHEN THE BOOSTER STACK IS IN- 
STALLED SEPARATELY TWO TOP REAR SHOCK MOUNTS 
ARE REQUIRED. FOR A DETACHED INSTALLATION THE FOL- 
LOWING ADDITIONAL MATERIALS ARE REQUIRED AND 
MUST BE ORDERED; 2 OF ITEM NO 5, 2 OF ITEM NO 7 
AND 2 OF ITEM NO.8. 


7. EACH TOP COVER 1S PROVIDED WiTH ONE VENTe AL- 
LOW ATLEAST LIN CLEARANCE FOR VENTILATION ABOVE 
COVER. 


8. DRAIN TUBE FROM DRIP. PAN 


9, POSITIONS OF RIGHT-HAND AND LEFT-HAND STACKS MAY 
BE INTERCHANGED IF CONVENIENT, USING THE SAME INTER- 
STACK CABLES, ITEM t7. 


40. 3/8" CAP SCREWS SUPPLIED BY NAVY. 
'l. FOR DETAILS ON CABLE ENTRANCE AND TERMINAL 


BOARD LOCATIONS SEE TERMINAL BOARD AND CABLE 
ENTRANCE DATA DRAWING FIGURE 3-26 


12, EQUIPMENT CABINETS ARE CRATED WITH EQUIPMENT 
DRAWERS MOUNTED IN THEM. EQUIPMENT DRAWERS SHOULD 
BE REMOVED WHILE EQUIPMENT CABINETS ARE BEING 
INSTALLED FOR EASE OF HANDLING. 


13. CONTROL- INDICATOR (C-I352/SRT) iS CRATED 
SEPARATELY. REMOVE PLATE ON RFO FRONT PANEL 
BEFORE INSTALLING CONTROL~INDICATOR. 


Section 3 


Figure 3—24. Outline Drawing, Transmitter Bay, AN/SRT-15 
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NAVSHIPS 92121(A) Section O 
AN/SRT-14, 14A, 15, 15A, 16, 16A 


INSTALLATION 


BILL OF MATERIAL 


DWG. OR CAT. NO. DESCRIPTION , 


29% —_______+ 


Pot panne — $4 (NOTE § ) ey 
Pal | 
| 36 . d 


‘ 
NOTE 
7 


AMT. [ITEM 
REQ] NO. 
2 4 


% OtA. HOLE H REQUIRED FOR REMOVAL OF | NL- 982844-2 TRANSMITTER GROUP OA-684/SRT 
FOR: 2 DIA:-CAPLSCR (is) 1 | INDIVIDUAL DRAWERS REQUIRED FOR ' 2. | wL- 9e2e45-1 RADIO MODULATOR -POWER SUPPLY OA-685/SRT Consisting of items 20 & 2b 
PROVIDE 16 HOLES | MOTE 6-- | REMOVAL OF 2e POWER SUPPLY SECT. (PP-096/SRT & CY- I573/SRT) 
IN BULKHEAD : EVE BOLT RADIO MODULATOR SECT. (MD-230/SRT & CY-1572/SRT) | 
NOTE 6 — FOUNDATION (!9) WL- 981791-14 MOUNTING MT- 1423/SRT 
a 20) NL- 983345-1-3 SHOCK MOUNT (NO. C-4300-TIO THE BARRY CORP) 
NOTE 5/8-tl x 1 LG. SCREW,CAP, HEX HD ,STL.ST,TYPE 304 
d 5/8 NOM, x .203 wx 156 THK.(MED.) WASHER, SPRING -LOCK,STL ST. TYPE 302 - 
1/2 -13 1 1 LG. SCREW, CAP, HEX. HO.,STL.ST.,TYPE 304 
1/2) NOM. x .J7i wx 125 THK (MED.) WASHER, SPRING-LOCK,STL ST, TYPE 302 
S/G-18 NC-2 x1 1/4 LG. SCREW, CAP, HEMHD, STL. ST, TYPE 304 
z 5/1GNOM.x 125 0 x O78 THK (MED.) WASHER, ,SPRING-LOCK,STL ST.,TYPE 302 
< 5/16-18 NC-2 NUT, HEX., STL.ST, TYPE’303 
23 NL- 983347-1 EYEBOLT : 
2 z NL- 901207-1 TRANSMITTER BAY INTERSTACK CABLES AN/SRT-IG(NINE AARNESSES) 
zi 4 NL- 982598- LEVELING INSERT 
=> PLUG BUTTON (NO. SIII7 UNITED CARR PROD) 
i: 4 
wie ONE bee NOTE I2 NL-901561-1 LEVELING INSERT is 
é a PLUG BUTTON (NO. 48199 UNITED CARR PROD) Bad 
a EB 1 Ni~ 901559-12 SWAY MOUNT ul 
aé 3/8 -16 NO-2x1LG. SCREW, CAP, HEX,HD, STL. ST, TYPE 304 a 
g a i 3/8 NOM. x.!41w x.094 THK (MED) WASHER, SPRING-LOGK, STL.ST, TYPE 302 rl 
Oo ) 3 < 
+ PER SPEC. MIL. $7933 i 
” * 4% BEST COMMERCIAL QUALITY 5 
& ro) 
hee 
7) 
ne 
= 
es ee ee ee £ 
io 1 a 
cl ay) NOTES: = 
' | \| I. ALLOW 1/2" CLEARANCE ON ALL SIDES AND TOP FOR 12. CONTROL-INDICATOR (C-1352/SRT) fed 
© eae eel ee ce ECG OE EXCURSION OF UNIT ON SHOCK MOUNTS. IS GRATED SEPARATELY. REMOVE ‘ 
Ue eae oe ek ey TEMPORARY PLATE ON RFO FRONT > 
2. TOP COVER MUST BE REMOVED TEMPORARILY TO ATTACH PANEL BEFORE INSTALLING COND | 
INSTALLATION EYEBOLTS (ITEM NO.12). . TROL INDICATOR. > 
3. ALL. REMOVABLE PANELS ARE ATTACHED WITH NO. 632 , 2 
x 3/8 LG. ROUND HO. MACH. SCREWS & LOCKWASHER Q 
4. ITEM _NOS.1,2,& 3 ARE SHIPPED WITH BASE ‘BOARDS 2 
DETAIL F DET. Cc . TO PREVENT DAMAGE TO ALIGNING TABS ON SIDE- = 
: e /| Notes NOTE:S — PANELS. CAUTION: AVOID DAMAGE TO TABS DURING s 
= 4 = i INSTALLATION. co) 
Z : Y LL pia. HOLE, PROVIDE HOLES IN 
YY, Yy ms Fe eoupatien FORE Glas cee 5. EQUIPMENT DRAWERS WEIGH FROM 90 TO 140LBS. EACH. ws 
, toy 6 ole le . IN ADDITION TO 36" REQUIRED FOR DRAWER TO CLEAR " 
a é FRONT OF TRANSMITTER, ADEQUATE STANDING ROOM 
+ _ KG ~~ at of FOR TWO MEN REMOVING DRAWER MUST BE AVAILABLE. Ne 
rT A CLEARANCES SPECIFIED BELOW ARE MINIMUM o 
~— 4 GROUND STRAPS, |!" WIDE x 12” LONG REQUIREMENTS, INCREASE WHEREVER POSSIBLE. > 
wy + u 
AEGON: AMELE CLEARANCE ¥ note 3 (4) BRAIDED COPPER CABLE (832 - *36) SELECT EITHER (a) OR (b). 2 
FOR SCABLEV ENTRANCE \ 20,800 CM (a) 36°MIN. FRONT CLEARANCE, 16" MIN. CLEARANCE ix 
SEE DETAIL F errs) ON EACH SIDE OF ANY OPEN DRAWER. 
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SECTION "A-A" 


WEIGHT uncRaTEeD WEIGHT cRrATED DIMENSIONS cRATED VOLUME 


ITEM NO.1. * 765 LBS. » 1086 LBS. * 34°h x 29"w x 67" * 38.2 CU.FT. 
ITEM NO.2 350 LBS. 407 LBS. 26°h x 24"w x 34° 12.3 CU.FT. 
ITEM NO. 3(EA.) t0O LBS. '37LBS. 17"h x 2t"w x 29%d 5.9 CU.FT. 


% CONTROL-INDICATOR (C-1352/SRT) AND ELECTRON TUBE TYPE 4- 400A (V-1304) 
ARE PACKAGED WITH TRANSMITTER~ COUPLER (GU~402/SRT) SEE TRANSMITTER- 
COUPLER OUTLINE DRAWING FOR COMBINED WEIGHTS AND DIMENSIONS. 


HEAT DISSIPATION 4900 WATTS MAXIMUM 
DESIGNED FOR AMBIENT TEMPERATURE 


RANGE -20°C TO +50°C. 


ORIGINAL 


(b) 54"MIN, FRONT CLEARANCE , 4"MIN. GLEARANCE ON ONE 
SIDE OF ANY OPEN DRAWER, 20°ON THE OTHER. 
THE ABOVE CLEARANCES APPLY WHEN REMOVING THE RADIO 
FREQUENCY OSCILLATOR (0-275/SRT) DRAWER ONLY IF 
CONTROL- INDICATOR (C-1352/SRT) HAS BEEN REMOVED 
FROM RFO FRONT PANEL PRIOR TO DRAWER REMOVAL. 


6. DRAIN TUBE FROM DRIP PAN ON EACH TRANSMITTER. 


7. EACH TOP COVER IS PROVIDED WITH ONE VENT 
ALLOW AT LEAST I IN. CLEARANCE FOR VENTILATION 
ABOVE COVER. 


8. 3/8" CAP SCREWS SUPPLIED BY NAVY. 


9. FOR DETAILS ON CABLE ENTRANCE AND TERMINAL 
BOARD LOCATIONS SEE TERMINAL BOARD AND 
CABLE ENTRANCE DATA DRAWING: FIGURE 3-26 


10. EQUIPMENT CABINETS ARE GRATED WITH EQUIPMENT 


ORAMIERS MOUNTED IN THEM. EQUIPMENT DRAWERS 
SMBULD BE REMOVED WHILE EQUIPMENT CABINETS 
ARE BEING INSTALLED FOR EASE OF HANDLING. 


i. SOO W. STACK MOUNTS ON NIGH LEVEL RADIO MODULATER 
CABINET (!TEM 2b) AMD IS THE LEFT HAND STACK FROM 
THE FRONT IN THE STANDARD ARRANGEMENT. 


3-51 /3-52 


INSTALLATION NAVSHIPS 92121(A) Section 3 
AN/SRT-—14, 14A, 15, 15A, 16, 16A 
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CABINET (CY-1573/SRT) 
HIGH VOLTAGE POWER SUPPLY 


ORIGINAL 3-53/3-54 


INSTALLATION NAVSHIPS 92121(A) Section 3 
AN/SRT-14, 144, 15, 15A, 16, 16A 


NOTES: 


1. CABLE ASSEMBLY W-330!, CONSISTING OF CONNECTOR P-3315, CABLE CLAMP 
{(AN-3057-6) AND 14 FOOT LENGTH OF CABLE (CO-O2LGF(2/18)SJ0350), IS 
SUPPLIED WITH THE INSTALLATION MATERIAL, 


2. 1/4 DIA. BOLTS FURNISHED BY NAVY. 


CONNECTOR_INFORMATION 


RECEPTACLE MATING PLUG 
J-3201 UG-58A/U P°3314 UG-218/U 
J-3202 UG-58A/U P-3308 UG-I67A/U 
J-3203 AN-3102A-148-75- P-3315 AN-3106B8-14S-7P 


WEIGHT, tbs.*20 CRATED =I UNCRATED 
DIMENSIONS, cratep*i3"h x 17"w xX 20" 
VOLUME, craten*2.5 Cu. FT. 


<a 
* TRANSMITTER COUPLER, CU~402/SRT (S PACKAGED 
WITH CONTROL INDICATOR, C-I352/SRT AND 
ELECTRON TUBE, TYPE 4- 400A (V-1304), CRATED 
DATA INCLUDES ALL THREE ITEMS. 


4 .290 DIA. HOLES 
FOR 4 1/4 DIA. BOLTS 
IN FOUNDATION (NOTE 2) 


HEAT DISSIPATION I0O0 WATTS 
MAXIMUM DESIGNED FOR AMBIENT 
TEMPERATURE RANGE —20°C TO 
+50°C. 


ALLOWANCE FOR 
AN-3I06B TYPE 
CONNECTOR 
REMOVAL 


Figure 3—27. Outline Drawing, Transmitter Coupler CU-402/SRT 


ORIGINAL 3-55/3-56 


J-3501 
J-3502 
J-3503 
J-3504 
J-3505 
J-3506 
w-3502 
E-3523 


CONNECTOR 


RECEPTACLE 


AN-3102E -32-8S 

CANNON GSO2-32-8POOI 
AN-3102E -24-28S 
CANNON GS02-24-28PO00! 
UG-287/U (MODIFIED) 
UG-287/U (MODIFIED) 
RG-—I9/U FIRST EXTRUSION 
STANDOFF INSULATOR 


INFORMATION 


MATING PLUG 


BENDIX 10-64632-8P 
BENDIX 10-64632-8S 
BENDIX 10-64624~-28P 
BENDIX 10-64624-28S 


P-3304 
P-3301 
P-3303 
P-3302 
P-3309 
P-3307 
P-3311 
(NOTE 5 


WEIGHT, LBS. 160 CRATED, 100 UNCRATED 


DIMENSION, crated (6h x 20"°w x 36"d 


VOLUME, craTED 6.7 Cu.FT. 


DESIGNED FOR AMBIENT TEMPERATURE 
25°C TO+65°C. 


RANGE 


PRESSURE 
GAUGE 


J-3506 


RELIEF VALVE 
(SEE NOTE 7 ) 


UG-154/U 
UG-154/U 


CBTL A2011254 (NOTE4) 


) 


GROUND 
SCREW 
( NOTE 6) 


E-3523 
(NOTE 5) 


w-3502 
(NOTE 4) 


CHARGE VALVE 
{NOTE 2) 


ALLOWANCE FOR 
R.F. CONNECTOR 
REMOVAL 


eT 


FOUNDATION 
DRILLING 
PLAN 


ALLOWABLE 


+0 
TOLERANCES = 33 


iF INSTALLED WITH 
LONG AXIS VERTICAL 
PUT THIS END AT 


TOP 


W-3502 
{NOTE 4) 


w-3501 


INSTALLATION 


ca wu” 
16 SLOTS ig X78 
PROVIDE FOR 16 3 DIA. 
BOLTS IN FOUNDATION 


— ee ee ene eee ee oe 


—~ 


ORIGINAL 


NAVSHIPS 92121(A) 
AN/SRT—14, 14A, 15, 15A, 16, 16A 


“NOTES: 


3. 


ALLOWANCE 
FOR BENDIX 
10°64632-8S 
CONNECTOR 
REMOVAL 


UTHIS: UNIT: MAY: BE“MOUNTED. IN. EITHER VERTICAL OR HORIZONTAL POSITION. 
2° 


Section 3 


THIS. UNIT: 1S PRESSURIZED “WITH” DRY NITROGEN GAS AT A PRESSURE OF 20 LBS/SO. IN. 


SHOCKMMOUNTS ARE ATTACHED TO“MOUNTING *>BRACKET BY SIXTEEN 1/4-20X3/4 LG. HEX 
HO.,, STEEL; CADPPLATE CAP SCREWS, THIRTY-TWO 1/4 SPLIT, STAINLESS STEEL LOCKWASHERS 


“AND: SIXTEEN 4220 STEEL, CAD. PLATE HEX NUTS. TO REMOVE UNIT FOR 
“MAINTENANCE “PURPOSES THESE SCREWS, WASHERS AND NUTS ARE REMOVED. 


RF: INTERCONNECTION? TO: RADIO. FREQUENCY-TUNER, TN-229/SRT IS MADE TO 
W-3502: BY MEANS “OF: LENGTH OF RG-I7/U FIRST EXTRUSION CABLE AND 
CONNECTOR P-3311.. LOCATE THE ANTENNA-COUPLER TO KEEP LENGTH 
OF RG-I7/U FIRST" EXTRUSION CABLE AND ANTENNA LEAD-IN WITHIN A 
MAXIMUM LENGTH OF © FIVE «FEET. 


114-20 NC-2@ THREAD 1/2 INCH DEEP > HOLE PROVIDED IN STANDOFF INSULATOR 
E-~3523 FOR CLAMPING DEVICE TO.ANTENNA LEAD~-IN. CLAMPING DEVICE 
AND ANTENAA LEAD-IN PROVIDED “BY “NAVY. 


GROUNDING STRAP SUPPLIED WITH INSTALLATION MATERIAL, 
RELIEF VALVE LOCATED UNDER FINGER COT. 


HAND CLEARANCE FOR REMOVING 


; , ae SHOCK MOUNT CAP SCREWS \ 


1645" 


Figure 3-28. Outline Drawing, Antenna Coupler CU--372/SRT 


3-57/3-58 


INSTALLATION NAVSHIPS 92121(A) Section 3 
AN/SRT-14, 14A, 15, 15A, 16, 16A 


NOTES: 
1s stots. x! 1. THIS UNIT MAY BE MOUNTED IN EITHER VERTICAL OR HORIZONTAL POSITION. 
16 “16 3" . ¥ 
PROVIDE FOR 165 OIA. a ae 2. THIS UNIT IS PRESSURIZED WITH DRY NITROGEN GAS AT A PRESSURE OF 20 LBS/SQ. IN. 


BOLTS IN FOUNDATION 


3. SHOCK MOUNTS ARE ATTACHED TO MOUNTING BRACKET BY SIXTEEN 1/4~-20 X 3/4 LG. HEX. 
HD., STEEL, CAD. PLATE CAP SCREWS, THIRTY-TWO 1/4 SPLIT, STAINLESS STEEL LOCKWASHERS: 
ANDO SIXTEEN {/4~20 STEEL, CAD. PLATE HEX NUTS. TO REMOVE UNIT FOR 
MAINTENANCE PURPOSES THESE SCREWS, WASHERS AND NUTS ARE REMOVED. 


4. RF. INTERCONNECTION TO ANTENNA COUPLER 1S MADE TO W-30! 8Y MEANS OF A 
LENGTH OF RG-I7/U FIRST EXTRUSION CABLE AND CONNECTOR P-3312.LOCATE THE 
R.F. TUNER TO KEEP LENGTH OF RG-17/U FIRST EXTRUSION TO A MINIMUM. 


FOUNDATION 5. RELIEF VALVE LOGATED UNDER FINGER COT. 
DRILLING 6. GROUNDING STRAP SUPPLIED WITH INSTALLATION MATERIAL. 
FEAN CONNECTOR INFORMATION WEIGHT, Ibs. 20: CRATED 135 UNCRATED 
ALLOWABLE ys RECEPTACLE MATING PLUG OIMENSIONS, craven 16"hx 20"w x 55"d 
TOLERANCES 55 J-30!1 CANNON GS02-32-8POOI(MOD)  P-3306 BENDIX 10-64632-8S VOLUME, cRATED 10.) CU.FT. 

J-302 CANNON GS02-24-28P001 (MOD) —P-3305. BENDIX 10-64624 - 28S 

J-303 UG-287/U (MOD.) P-3310 UG-154/U 

W-30! RG-I9/U FIRST EXTRUSION P-33I2 CBTL A2ON254 (NOTE 4) 


DESIGNED FOR AMBIENT TEMPERATURE 
RANGE ~25"°C TO +65°C 


HAND CLEARANCE FOR REMOVING 
eee SHOCK MOUNT CAP SCREWS Oe 
Is" 


Co 4" 1635 


IF INSTALLED 
WITH LONG AXIS 
VERTICAL, PUT 

THIS END AT 


Figure 3—29. Outline Drawing, Radio Frequency Tuner TN~229/SRT 


GROUND 
SCREW 
(NOTE 6) 


ALLOWANCE 
FOR BENDIX 
10°64632-°8S 
CONNECTOR 
REMOVAL 


| 
50 ee 


ALLOWANCE FOR 
R.F. CONNECTOR 
REMOVAL 


(SEE NOTE 5) 


ORIGINAL 3-59/3-60 


INSTALLATION NAVSHIPS 92121(A) Section 3 
AN/SRT-14, 14A, 15, 15A, 16, 16A 


12FT. -— ft tot 
MAX, = —— — — — 1 | —-——— 
(see NoTE3) | TRANSMITTER COUPLER | ee RG-I7/U IST EXTRUSION p-33i2 [ m| NOTES: 
f~- oo - | CU-402/SRT P-3308 [ RIRA (NOTE 5) CBTL AZON254 ©) 1. AN UNINTERRUPTED SOURCE OF I10 V.,60 CPS, 
P-610 P-3313 “i | | UG-I67A/U 4 j W-301 A.C. POWER IS CONNECTED TO £-602 
C) TRANSMITTER GROUP @©<+—-© a —(@)-—+ ©) | | TERMINALS 27 AND 28 TO FEED OVEN HEATERS 
- OA-684 /SRT UG-35B/0 P-3314 J u-3201 © ® J-3202| Saceane Sai 0-308 IN THE RF OSCILLATOR AND BY-PASS SWITCH 
@ P-609 UG-218/U | | anaes UG-I54/U ACTUATOR IN THE ANTENNA COUPLER. 
© ; -18/ 
UG-89/U L— — PR =| —— - agian RRAS. | 2. ALL GROUNDING STRAPS SUPPLIED WITH 
ss EQUIPMENT. 
(NOTE 6) any 5) (SOOFT.MAX,) | | 
( P-3315 | | 3. LOCATION OF TRANSMITTER COUPLER, CU-402/ 
E-608 re EOF ne Ne a eoe: j carl © SRT, IS LIMITED BY LENGTH OF CABLE R-RT4 
4 4 2 P-3307 , azo11254 P-3309 -t- WHICH EXTENDS 12 FEET FROM CABLE ENT- 


(NOTE4) = YG -isayy 


330: | RANCE IN MOUNTING. 


I 
| 
| 
| 
| 
| 
| 
| 
| 
Bio ju-302 
OORREREEA, RADIO FREQUENCY 
| 
| 
| 
| 
| 
| 
| 
| 
| 


7 MSCA-!9 
| (2AcTIVE) 
J-3805 | R-RTS 


KL,P-V SPARE) TUNER 
| TN-229/SRT 


4. CONNECTOR P-3315 AND CABLE R-RT4 ARE 
SUPPLIED AS AN ASSEMBLY WITH THE 
INSTALLATION MATERIAL. 


’ 


R-RT4 (NOTE4) 


5. LOCATE ANTENNA COUPLER AND RF. TUNER 
SO THAT COMBINED LENGTH OF R-RAG 
AND THE ANTENNA LEAD-IN IS LESS 
THAN 5 FEET. 


6. CONNECTOR P-609, SUPPLIED WITH THE EQUIP- 
MENT, 1S A R.F. OUTPUT TO A RECEIVER. 


~ E-605 
= ete 


) 
) 
a @ 
wH +8) 
42 L) 
(8) 
73+) 
76+(@) 
® 
146 (2) 
©) 
@ 
@) 


MHFA~24 (19 ACTIVE) 
R-RT 5 (SOOFT. MAX.) 


J-3503 


ANTENNA COUPLER 


CU-372 /SRT % = 1/4-20 NG-2 THREAD, !/2 IN. DEEP HOLE 


PROVIDED IN STANDOFF INSULATOR, E-3523, 
/FOR FASTENING A CLAMPING DEVICE TO 
+ANTENNA LEAD-IN. CLAMPING DEVICE AND 
ANTENNA LEAD-IN PROVIDED BY NAVY. 


18 
8 
18 


00 +8) 
® 
® 

13 +@) 

re rey 

0 1® 

+® 

+ 

Leet ®) 

1201 @) 

+@ 

101 18) 

+@ 

2 +) 

we) 


% “SRHV- 2 1/2 (19) ~-16. 


**% SRIR~ 11/2 (7)- 18. 


MSCA-ISI4ACTIVE) 
R-RT 6 (SOOF T. MAX.) 


+ CABLE R~RT3 1S SUPPLIED WITH THE EQuIP~ 
MENT. 


Figure 3—30. Interconnecting Cabling Diagram AN/SRT-14 


[Tt ee 
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Sito NOTE 2 REMOTE RADIOPHONE UNIT 
@ | (NAVY TYPE 23500 OR EQUIVALENT) | 
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re 5, 
| ec | I\O®MOOQDOOOOOOOOO®G| ! 
Fed > KEY €QUIPMENT r | 
ee G ~ = 0 + rr) tn a ° Bs a @ | 
i oO o ° ° te} [?) ° ~ - - fo} 
TTHFWA-i'/2 IR-RC2(1000 FT. MAX.) - a nv “ s ~ rt “ ry 2 “ | 
ee Se 6 eee % 
a a a, ee eee No ~ -l]s 4 MHFA-i4 IR-RCI (1000 FT. MAX) 
a =] ele 179 —) FROM PHOTO L— — — — — MAPA Jc Ret 11900 FT Max) 
[re ee ee re uy ile } TRANSMISSION , 
MOUNTING ao 6 G = EQUIPMENT 214 —) TO RECEIVER 
f MT-1423/SRT | S4) Tele 213 -? TRANSFER 
of tls PANEL 
| | xt] Silo 245—) 'OV, A.C. SINGLE PHASE 
| OFT of C.P, S. SEE NOTEI. 
| & (2) @) ® (3) (6) 7) ©) feted 244—} (OVEN HEATER SUPPLY) 
| ! é 
3 : E-7oe | 5 263—\ OV. A.C. 
| - i S SINGLE PHASE 
242—) 60C.P.S, 
Mi Sree a eens bh, 


i SEE NOTE 2 


ORIGINAL 3-61 / 3-62 


INSTALLATION NAVSHIPS 92121(A) Section 3 
AN/SRT-14, 14A, 15, 15A, 16, 16A 


_ 12 FT. }-——— | [| OF canoe NOTES: 
RG-54A/U R-RT8x 6 MAX, 0 -— eee 1 | > -331 cyt 
(SEE NOTES) 4 TRANSMITTER COUPLER | eae RG-17/U 1st EPI BusioN P 24/6) - | 1. peer eee SOURCE OF Ure ee 
ek eee Met WN, Ree ee Ri ee et CU-402/SRT P-3308 b -PS., A.C. POWER IS CONNECTED TO E-602 
a w Pb bat et NG Tet NON ete © eee es Ne ee ese GG P-610 P-33id : j UG-167A/N | TERMINALS 27 AND 28 TO FEED OVEN 
Oil * R-RAI | HEATERS IN THE RF OSCILLATOR AND BY- 
6 TRANSMITTER GROUP ©--O—+*—~® | 
HIGH LEVEL RADIO MODULATOR OA-684/SRT *O— RG-8/U O09, | pseia PASS SWITCH ACTUATOR IN THE ANTENNA 
: 7 ANTENNA 
MD -230/SRT ¢ P-609 UG-21B/U LEADON UG-154/U | COUPLER. 
re L (NOTE 6 & 8) 2. ALL GROUNDING STRAPS SUPPLIEQ WITH 
= i rae aera aa - R-RA2} | 
p uc-sg/u_ |: (SOOFT.M l EQUIPMENT. 
o 
(NOTE 4) 
z @) &) (86) (7) 8) 9) @) @) ® C4 BLe P-3315 | : 3. LOCATION OF TRANSMITTER COUPLER, CU- 
x WH | 402/SRT, IS LIMITED BY LENGTH OF CABLE 
i E-608 » oO Oo a * E-607 AN-3106B- CBTL ’ 
e 8 § 8828s 8 5 8 3 188-7? F-32307 Of 1 | R-RT!3 WHICH EXTENDS 12 FEET FROM 
2 © bg 7 © © o © ots (NOTE 5 }) UG-4A54/U 
ade p-3305 | | CABLE ENTRANCE IN MOUNTING. 
ut 6 ENDI : 
5 = 10-64624-285 | 4. CONNEGTOR P-609, SUPPLIED WITH THz 
rae ° (J,MACTIVEXA-H, | EQUIPMENT, IS A R.F. OUTPUT TO A 
& = KL,P-V SPARE) RADIO FREQUENCY RECEIVER. 
= n TUNER | wn 
> E TN229/SRT | 5. CONNECTOR P-33I5 AND CABLE R-RTI3 ARE i 
= c SUPPLIED AS AN ASSEMBLY WITH THE S 
$ wi | {NSTALLATION MATERIAL, “ 
5 < 
} = > 
= De Py ee, ee ag eg Oe Ge AT Pas Ge Ge Tag ed | he | 6. LOCATE ANTENNA COUPLER AND R.F, TUNER = 
ol © | ats | SO THAT COMBINED LENGTH OF R-RA4 AND a 
+] = | yo | THE ANTENNA LEAD-IN IS LESS THAN 5 E 
— eee nr ee ee ae ae er en nnn nee se ee & ba a ve FEET, S 
i ~t ‘3 oun | 3 N t= J-3503 | 7 IN SELECTING 220 OR 440 VOLT A.C. OPER- s 
laegic tint Icha aad | ea] <= |g | & ze | "ATION ADJUST LINKS ON THE FOLLOWING a 
my} <e f x 
-1096/ + = ANTENNA COUPLER 
PP-1096/SRT ae ge = | AAwAHMAAHA HH GSO ® ®@O & | GU aievene | UNITS: HIGH VOLTAGE POWER SUPPLY, T-1502, 2 
| gal “2 | % | Sn eS oe Tet a Eee: | J E-1503 AND E-1504; HIGH LEVEL RADIO = 
| 8 « 9 = 2 2 s 8 8 = 2 § a a o oR MODULATOR, E-1603. & 
wo a T T 7 Tt T 2< 
| (") G2) (3) (8) (6) @®) | re 52 % WHEN THE STANDARD ARRANGEMENT WITH = 
| 35 | sf ADJOINING STACKS 1S USED, PREFABRICATED s 
| s 38 3 3 eae «| sz | 58 CABLES SUPPLIED WITH THE EQUIPMENT % 
| Q a = | a2 ARE USED FOR ALL CABLES MARKED WITH ¢ 
OF AN ASTERISK. IN NON-STANDARD ARRANGE- 5 
| | Ea MENTS SEVERAL NAVY-TYPE CABLES MAY ie) 
. o 
| tL CG) @) @) @ (s) (6) (7) @) | p-330¢ BE REQUIREO TO CARRY THE CIRCUITS OF A 2 
| = ~~ a y--5 as 10 ess as SINGLE PREFABRICATED CABLE, e.g. CABLE F: = 
‘ Lt L ”m e 1 : Z 
#8 8 3 54 2 3 2 2 rs) (D-L,N-YACTIVE](A-C,M SPARE) ; R-RT6QR-RT7, CABLE GR-FTA & ~ 
# | « BENDIX !10-64624-28S SS SS SS SS SS SSS SS ES SS ae SS SS R-RT9. FOR ALL ALTERNATE OR SEPARATED ” 
| E-1410 | | « NOTE2 | REMOTE  RADIOPHONE UNIT | FLOORPLAN ARRANGEMENTS, FABRICATE e 
| { (NAVY TYPE 23500 OR EQUIVALENT) CABLES LOCALLY FROM INDICATED NAVY- . 
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1. AN UNINTERRUPTED SOURCE OF II0V., 60 
C.PS., A.C. POWER IS CONNECTED TO E-602 
TERMINALS 27 AND 28 TO FEED OVEN 
HEATERS IN THE RF OSCILLATOR AND BY- 
PASS SWITCH ACTUATOR IN THE ANTENNA 
COUPLER. 


2. ALL GROUNDING STRAPS SUPPLIED WITH 
EQUIPMENT. 


3. LOCATION OF TRANSMITTER COUPLER, CU- 
402/SRT, IS LIMITED BY LENGTH OF CABLE 
R-RTIG WHICH EXTENDS !2 FEET FROM 
CABLE ENTRANCE IN MOUNTING. 


CONNECTOR P-331S ANO CABLE R-RTI5 ARE 
SUPPLIED AS AN ASSEMBLY WITH THE 
INSTALLATION MATERIAL. 


LOCATE ANTENNA COUPLER AND R.F. TUNER 
SO THAT COMBINED LENGTH OF R-RA4 AND 
THE ANTENNA LEAD-IN 1S LESS THAN § 
FEET. 


IN SELECTING 220 OR 440 VOLT A.C. OPER- 
ATION ADJUST LINKS ON THE FOLLOWING 
UNITS: HIGH VOLTAGE POWER SUPPLY, T-1502, 
E-1503 AND E-1504; HIGH LEVEL RADIO 
MODULATOR, E-I603. 


GONNEGTOR F-60939, SUPPLIED WITH THE 
EQUIPMENT, IS A R.F. OUTPUT TO A RECEIVER. 
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HIGH LEVEL RADIO MODULATOR 
MD-230/SRT 
(SEE NOTES) © 


HIGH VOLTAGE POWER SUPPLY 
PP-1096/SRT 
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FSGA-3 R-RTI4*¥P 


THFA-3 R-RTIOKN 


500 W. STACK MOUNTS ON HIGH LEVEL RADIO 
MODULATOR CABINET AND IS THE LEFT HAND 
STACK FROM THE FRONT IN THE STANDARD 
ARRANGEMENT. 


1/4-20 NG-2 THREAD, !/$iN. DEEP HOLE PRO- 
VIDED IN STANDOFF INSULATOR, E-3523, FOR 
FASTENING A CLAMPING DEVICE TO ANTENNA 
LEAD-IN. CLAMPING DEVICE AND ANTENNA 
LEAD-IN PROVIDED BY NAVY. 


CABLES R-RTI2, R-RTI3 ARE SUPPLIED WITH 
THE EQUIPMENT. ; 


CABLE WIRES NUMBERED WITH “a" SUFFIXES 
ARE NOT REQUIRED WHEN THE PREFABRIC- 
ATED CABLES SUPPLIED WITH THE EQUIPMENT 
ARE USED. 
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WHEN THE STANDARD ARRANGEMENT WITH 
ADJOINING STACKS IS USED, PREFABRICATED 
CABLES SUPPLIED WITH THE EQUIPMENT 
ARE USED FOR ALL CABLES MARKED WITH 
AN ASTERISK. IN NON-STANDARD ARRANGE- 
MENTS SEVERAL NAVY-TYPE CABLES MAY 
BE REQUIRED TO CARRY THE CIRCUITS OF A 
SINGLE PREFABRICATED CABLE, @.g. CABLE F: 


R-RT6, R-RT7. FOR ALL ALTERNATE OR 

SEPARATED FLOORPLAN ARRANGEMENTS, 
FABRICATE CABLES LOCALLY FROM IND- 
ICATED HAVY-TYPE OR EQUIVALENT, EACH 
HAVING MAXIMUM LENGTH OF IO FEET. 
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Figure 3—32. Interconnecting Cabling Diagram, AN/SRT-16 
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GLAND HOUSING 


NUT 


CABLE ACCESSORY ASSEMBLY 
BENDIX 10-35952-244 OR 
10-35952-321 


MSCA-!9 MHFA-24 


(AN 


t. CUT AND TRIM ARMOR AND SHEATH FROM END OF CABLE AS SHOWN ABOVE. 


FILLERS. STRIP 
CONDUCTOR. 


COUPLING NUT 


‘. 


REMOVE 
INSULATION 1/4" FROM ENO OF EACH CONDUCTOR. TIN ENDS OF EACH 


3: SLIDE PLASTIC TUBING DOWN OVER EACH TERMINAL AND 
SOLDER JOINT. PULL COUPLING NUT OVER INSERT. SLIDE 
GLAND HOUSING FORWARD UNDER THE COUPLING NUT ANDO 
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PRO OOOOCOR 


2: DISASSEMBLE THE CABLE ACCESSORY ASSEMBLY AND THE 
STRAIGHT PLUG ASSEMBLY AND SLIDE THE NUT OVER THE 
CABLE. WET THE INSIDE OF THE GLAND IN THE GLAND 
HOUSING AND SLIP THE GLAND HOUSING OVER THE CABLE. 
SLIP COUPLING NUT OVER THE CABLE. SLIDE ONE SLEEVE 
OF 0.076" |. D. PLASTIC TUBING OVER EACH ACTIVE CONDUC- 


THREAD GLAND HOUSING SECURELY ON INSERT. SLIDE NUT 
FORWARD AND THREAD INTO GLAND HOUSING, TIGHTENING 
UNTIL GLAND PROVIDES WATER-TIGHT SEAL. 


INSTALLATION 


TOR. USING THE INTERCONNECTING CABLING DIAGRAMS AS 
A GUIDE, SOLDER EACH CONDUCTOR TO ITS PROPER TERMIN~ 
AL. IF THE OPPOSITE ENO OF THE CABLE TERMINATES IN A 


LIKE TYPE CONNECTOR, EACH CONDUCTOR, AT OPPOSITE 
END, SHOULD BE CONNECTED TO TERMINALS WITH CORRE — 
SPONDING LETTERS. iF THE OPPOSITE END OF THE CABLE 


ORIGINAL 


NAVSHIPS 92121(A) Section 3 


AN/SRT-14, 14A, 15, 15A, 16, 16A 


ASSEMBLY INFORMATION 


CABLE NUMBER ASSEMBLES TO 
BNISRT C1] ANISRT= 16] ANISRT 16 CONNECTOR |REF, SYMBOL| CONNECTOR 


R-RTI7T BENDIX 
10-64624-28S 
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» PLASTIC TUBING 


COUPLING NUT ADHESIVE TAPE UNSERT 


oe, 

505 q 
statstatetetstetetstes 
2.4,6.4.6.0.0 0.6.0.4 


TERMINATES AT A TERMINAL BOARD, EACH CONDUCTOR, AT 
THE OPPOSITE ENO, SHOULD BE CONNECTED To TERMINALS 
WITH CORRESPONDING WIRE NUMBERS. SERVE END OF ARMOR 
WITH ADHESIVE TAPE. 


Figure 3—33. Cable Assembly Instructions for Multiconductor Connectors 
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